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Introduction als 


O6-01-99 
To: Ford EDS Department Personnel 
All Ford Motor Company System Users 
PVT Representatives 
Full Service Suppliers 


cc: J.W.Van Dorn 
Subject: Connector System Catalog 


This catalog is a publication of the Electrical Distribution Systems 
Department. This catalog supersedes the version from 6/1/9$ and ali 
previous versions. This catalog is intended to represent connection systems 
which would be approved on vehicles from MY P and beyond. The 
connection systems support Ford 2000 aims to reduce complexity without 
sacrificing quality. 


The catalog, however, should be used as a reference only. 


The major modification from the last publication is that this catalog is easier 
to read. Today, the terminal information precedes the connector information 
for each section. Also, the connector genders were changed to agree with the 
electrical connector community. That is,a female connector is one that 
accepts or houses a female terminal or contact and vice versa. Note that the 
catalog may show a connector to be female even though the connector 
drawing may not have been changed. 


Users of this catalog should not assume that the connection systems’ shown | 
within will be available or recommended for future applications. The | 
dimensions and graphics shown are nominal reference dimensions only. 


This connector catalog is considered a living document. This version will 
become immediately obsolete as new parts are added or modified. It’s 
desired to publish this catalog yearly. The 3 hole page format should allow for 
simpler updates by just modifying those pages. 


Any questions and/or comments regarding the information in this catalog 


should be addressed to: ; 
Tom Isaacs, (313) 323-0423, PDC Building, 1B-C24, Dearborn, MI 48121. 


Tom Isaacs 


% KEEP AND USE PREVIODS VERSION, SECOMDLY 
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Users Guide 


The Interface: 


This catalog has been organized into 3 sections - 1) Harness Connector Systerns 2) Header Connector Systems 3) Preferred Inline 
Connector Systems, Each section has been broken-down into sub-sections based aon terminal size. Below are actual samples of 
a Connector Systern Matrix and a Terminal Systern Matrix. 


Terminal Matrix 


Terminal Reference 
Coase - Refers to 
imternal intiaxing of 
Terminal systerrs. 


tsornetric View ; . <a8 i H 
of Terminal. a at i cd ae ial See pOpaaie ee ee ET 
i isS oe > \ we SSS : 


ae 


Pian Viewers with 
overall dirrersiorns, 


Primary Terminal] Information. Mating parts are on the 
same row at opposite ends with shared statistics botwsen. 


Cornet anny 


: Reference 


4s MRM 


= 


buccal Sonnuster Tent 


same row at opposite ends with shared statistics betweart. 


Unique Situations: 


Some connectors mate to more than one connector. For reduced catalog searching, the Matrix has included multiple mates 
(i.e. connector mates to both a harness and header connector). 


The Header Connector Systems section has a reversed Matrix in which the male part (header) is displayed first followed by the 
female part (harness) second. 


The Preferred Inline Connector Systems section contains the Micropin family (1.6mm) and has been summarized by showing 
only base part numbers for several multi-part numbered components. For more detailed or custom connector system 
applications use the” Ford Supplier Connector Pinout Configuration Request Form" to obtain more information from the 
suppiler which provides that system. This form can be found at the back of the 1.6mm sections. 


All dimensions are in mm and ere for reference only. For more detailed information see the appropriate Ford release prim. For additional information or 
unique connector syszerms applications see supplier contact page at the back of this catalog. 


ars uN <4, 


Pca ns ate se Ee ih petioonnnnbintita aan 


ny Perl le SOOTHE PRIN EAU MHS MORNE 
ser s pera ri ae tier tpn a ¥ bey ™" 
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Terminal Current Ratings 


BETTIE —--snsies thin ta viesoesatas estan ith saleable elu lesan iste daeastd savicnicassaoasiciinieabscitobns won 9-7 amps 
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Ch): yes dasa oiccaninintan nea msiepinsagrene scaphiytiinibicksesesecpnieiinieee dsteciinuaaninisasionsciiey pinssbssigeinavewicioniescsiosedesensnbneiensen 60 amps 
TG RUTE VICODIN 5 cesinctrsnerarorennincenaaie pop a eau cor eiaoenaieaa eee AAT Napa eedhaaeaaaTNE Ea 15 amps 
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Current Rating implies the current necessary to raise the terminal temperature 20°C at a 25°C environment. Further derating 
will occur if the contact is used in a hotter environment or if a multiple cavity connector is drawing the same load. 
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Harness Connector Systems - Sealed .64mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


.64mm Sealed Terminals 


Terminal Reference Code: 491 
x 
i in 
- 
i SS —2-—— 
i . 
e 
Female Terminal Shown 
1 1L2T-14474-AA Osram Sylvania 7 amps 20 - 18 (.5 -.75mm7?) 
2| — 1L2T-14474-BA | Osram Sylvania 24 - 22 (35 -.22mm?) : 


1L2T-14474-CA 


1L2T-14474-DA 


Gold | Osram Sylvania 24 - 22 (.35 -.22mm?) | 


Ford Motor Company + Connector Systems Catalog 


Harness Connector Systems - Sealed .64mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_8- Way Connector | - Way Connector 


er’ | 


Terminal 


Reference | ° 
Code: 491 19.40 | | Direct | 
: ie Connect 
T 30.77 ———> On ly 
23.80 


Female Connector Shown 


1L2T-14A464-FA |B | Black | Matte Seal, Spacer PIA, w/o CPA Osram Sylvania 


Ford Motor Company. . Connector Systems Catalog ’ Oe Release: 6/1999. 


Harness Connector Systems - Unsealed .64mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


Terminal Reference Code: 491 Terminal Reference Code: 
\ 
iv 
1.95 
— 
| 
17.20 24.45 ——————_-» 
er — ee 7") aan | 
= Pe Bee 
om A 
1 
Female Terminal Shown Male Terminal Shown 


1L2T-14474-BA 5 amps 24 - 22 (.35 -.22mm?) 


Connector Systems Catalo 


Harness Connector Systems - Unsealed .64mm : 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


4 - Way Connector 


& 


Terminal 
Reference 
Code: 491 


Female Connector Shown 


-6-Way Connector 


Terminal 
Reference 
Code: 491 


Female Connector Shown 


1L2T-14489-EA Spacer PIA - w/o CPA | oN Osram Sylvania 


"Male Part Number 


"Ford Motor Company + Connector Systems Catalog + 


Harness Connector Systems - Unsealed .64mm | 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


22 -Way Connectors: 
er” Female —— Eee Female 
Connector c BS Connector 
Polarities: 3 Polarities: 


Terminal an -64mm Male 
Reference 
Code: 491 y 

31.3 


| meemcaremenaeeecmenest |, 


Male Connector Shown 


A Spacer PIA - with CPA | oN Osram Sylvania 1S7T-14A459-SA 
1S7T-14489-TA B Spacer PIA - with CPA SON Osram Sylvania 1S7T-14A459-TA 


1S7T-14489-VA | c Spacer PIA - with CPA Osram Sylvania 1S7T-14A459-VA 


Ford Motor: 


Harness Connector Systems - Sealed 1.0mm “Pat 26 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


1.0mm Sealed Terminals | .Omm Sealed Terminals © 


| Terminal Reference Code: 396 Terminal Reference Code: 458 


wi ‘ (ea i ee 


Female Terminal Shown Male Terminal Shown 


TT Rrsisraiimber [retina] sppter] —_nemorts | SURES | We Goes | Malaria 
XW4T-14474-AA (dual beam contact) XW4T-14421-FA 


F80B-14474-BA (dual beam contact) 


F80B-14474-EA (dual beam contact) 


ector Systems Catalog + Relea: 


Harness Connector Systems - Sealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


~11-Way Connectors 
Female 

} Connector Oo (s 
 ! ities: 7 . 


Polarities: 


Terminals P.1.A. Male (Header) Connector Shown 
Note: Header is Gray For more information see Header Section 


7-Way Hi 
Terminal 37-Way Header 


Reference 
Code: 396 


Female (Harness) Connector Shown 


gems | a | ae Tereeaten canines | it Ty esemlonitione 
verramseann |e | ac [wane seatcon pce | 30n | Mer [VT HneorAnA Gn 


16 - Way Connectors 


Terminal 

Reference 51.55 . 

Code: 396 if Direct 
aca Connection 
| e Only 


Female Connector Shown 


1| XW4T-14A464-AGA Transmission Bolt Driven | Amp | 


ems Catalog 


Harness Connector Systems - Sealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


- 26-Way Connectors 
= Terminals P.1.A. Male (Header) Connector Shown 
Female 6 3 Note: Header is Gray For more information see Header Section 
Connector es) — = — —Te 


a HEHINIVY WEMIN2V2 HY-HING-VS HEHIVe-VS 
Polarities: 


Terminal GD 37-Way Header 


Reference H2MONEVE «HR MQ2V2 


Code: 396 | zs) 


H2-H2NB-V3 R2HONEVE 


2} XL3T-14A464-CA Matte Seal, w/o CPA, Spacer PIA =~ sos XF2A14A624-AA (37-Way) 


3 YF1T-14A464-ZA eee Matte Seal, CPA, Spacer PIA | 73N | Molex | YF1T-14A624-AAA (37-Way) 
5 | 98AG-14A464-BZA mart Matte Seal, CPA, Spacer PIA | Molex | 


6 | 98AG-14A464-CZA Matte Seal, CPA, Spacer PIA 


7 | 98AG-14A464-DZA Matte Seal, CPA, Spacer PIA <r 


9| YS6T-14A464-BZA Black Matte Seal, CPA, Spacer PIA 


Harness Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


| 1.0mm Unsealed Terminals | .Omm Unsealed Terminals 


Terminal Reference Code: 396 Terminal Reference Code: 458 


wy , |}*———30.30 —— 


Female Terminal Shown Male Terminal Shown 


[eatin | rom | Senter [irene | wesw | ia oT 
oa ee ee a 
[re | [ae [sos [an 


Harness Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


3 -Way Connector 


Polarities: A 


F | 
come ise rt Fa 
B 


Terminal 


ferenc 
- Connect 
Only 


Female (Harness) Connector Shown 


Terminals P.L.A. Male (Header) Connectors Shown 


Female 4 & Note: Headers are Black For more information see Header Section 
Connector LJ La Oe I Ge ee Pe eS ee ey PS 
Polarities: A B 4-Way Header 8-Way Header 


Terminal 


Reference 
Code: 396 wr = 
16.00 : | | 
| — 
fy BEM aoe ro me —| 
|}<—— 30.75 —> 


f 
Co rd 14.95 

—, p 
Female (Harness) Connector Shown 
FenalePortNumber|Poliy| Color | ema |_Natng force | Supolier | Wale Pariumber 
XF2T-14A464-AA Spacer PIA, w/o CPA 18.4N XW4T-14A624-MA (4-Way) 
XF2T-14A464-AA Black Spacer PIA, w/o CPA XF2T-14A624-BA (8-Way) 
| 8B | Gray | Spacer PIA, w/o CPA 18.4N XF2T-14A624-BA (8-Way) 


XF2T-14A464-BA 


lease: 6/1999, 


‘Connector Sys 


Harness Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


6 - Way Connectors. 


| Terminals P.1.A. Male (Header) Connector Shown 

Female cca Note: Header is Black For more information see Header Section 
Connector = 
Polarities: A 8 C 

Terminal 6-Way Header 

Reference - — 

Code: 396 22.40 hy 

aa 21.38 | 


6 1 = 
= 1 
Female (Harness) Connector Shown 
F8VB-14A464-AB Spacer PIA, w/o CPA | 26N- | Molex | F8VB-14A624-BB 


XW43-14A464-AA |B | Gray | Spacer PIA, w/o CPA 30N Molex Not Released 


8 - Way Connectors 


8-Way Harness 


x 

FCOa 

TRC: 458 as 
EI + 
i 


| Male (Harness) Connector Shown 


TRC: 396 


Terminals P.1.A. Male (Header) Connectors Shown 
Note: Headers are Black For more information see Header Sections 


48-Way Hybrid (Horizontal) 


8-Way V (Vertical) 


I 
Female (Harness) Connector Shown 4 


‘Female Part Number __ Male Part Number 
ee cuca =e 


XF2T-14A464-ANA Spacer PIA, w/o CPA | aan AMP 1L2T-14A624-AA (48-Way) 
XFOT-1ARA64 ANA Spacer iAw/ocPa | aan | AMP _| TLT4A624CAT@WayV) 


Harness Connector Systems - Unsealed 1.0mm Pi 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


8 - Way Connectors 


Terminals P.1.A. Male (Header) Connector Shown 
Note:Header is Black For more information see Header Hybrid Section 


44-Way Header Hybrid 


Terminal 
Reference 
Code: 396 


_12- Way Connectors 


Terminals P.1.A. Male (Header) Connectors Shown 
Female ‘ow eI Note: Headers are Black For more information see Header Section 
Connector Fg Ee a ee ee 
Polarities: A B 12-Way (horizontal) 12-Way V (vertical) 24-Way V (vertical) 


Terminal 
Reference 
Code: 396 


Wey 
Polarity 8 
12+ Way 


Potanty A 12-Way 
Polarty A 


80-Way Hybrid (horizontal) 


Trovesenseeas | 8 | cay | SeacerrAwocm | samy | avr [ravens cevay 
ewe 


MP 
XW4T-14A464-AYA Spacer PIA, w/o CPA 52.8N AMP XW4T-14A624-EA (58-Way) 


Ford Motor Company + Connector Systems Catalo ce 


Harness Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


~ 16 - Way Connectors 


Terminals P.1.A. Male (Header) Connector Shown 
Note:Headeris Black For more information see Header Hybrid Section 


36-Way V (Vertical) Header Hybrid 


Terminal 
Reference 
Code: 396 


Z 


i 30.75—> 


oe 
2 \ 


9 
Female (Harness) Connector Shown 


Terminals P.1.A. Male (Header) Connector Shown 
Note:Headeris Black For more information see Header Hybrid Section 


36 & 44-Way Header Hybrid 


Terminal 
Reference 


8-Way Cavity Not Used, 
in 36-Way Applicaton > 


toca 


3 8 
cocoon 


Male Part Number 


F8OB-14A464-DA A Spacer PIA, w/o CPA, Radio Only 76.9N F8OB-14A624-CA (44-Way) 
F80B-14A464-DA Spacer PIA, w/o CPA, Radio Only 76.9N F8AB-14A624-BA (36-Way) 


See 


Harness Connector Systems - Unsealed 1.0mm “page 14. 
Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


22 - Way Connectors — 


Terminals P.L.A. Male (Header) Connectors Shown 
Note: Headers are Black For more information see Header Section 


Female ia} 
Connector ee? 
Polarities: A B 


22-Way V (vertical) 64-Way Hybrid 


Terminal 
Reference 
Code: 396 


aa 30.75—>} 
a 


Female (Harness) Connector Shown 


FERRER ros] coor | fears | wt rove | Sor 
rwarsascia | A [aide | speemawocm | aw | aur 
Cweanacatn | a | once | sonereawocen | een | avr 
Peversemseann | a | coy | seemawiocm | aw | ar 


26 - Way Connectors 


Male Part Number 
XL3T-14A624-CA (22-Way V) 


XW4T-14A624-GB (64-Way) 


XW4T-14A624-GB (64-Way) 


XW4T-14A624-DA (80-Way) 


Terminals P.I.A. Male (Header) Connectors Shown 
Note: Headers are Black For more information see Header Hybrid Section 


58-Way Hybrid (horizontal) 


Terminal 
Reference 
Code: 396 


Female (Harness) Connector Shown 


Polarity) Color | ___ Remarks __|_Mating Force _|_ Supplier | 


: Female Part Number. 


rwaraaaaetsa | a | Black | Spacer PIA, w/oCPA a ee A (5 
XW4T-14A464-JA Loa | Black Spacer PIA, w/o CPA | om | XW4T-14A624-DA (80-Way) 


Be eS 
Harness Connector Systems - Sealed 1.5mm “page 15. 
beste 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


1.5mm Sealed Terminals 


Terminal Reference Code: 116 Terminal Reference Code: 166 


oo —— sd) FF 
, = —— sd) 


ag Sos 


Female Terminal Shown Male Terminal Shown 


22-20(35-Smm) | _978G-14421-ADA 
TT orecieents | te | vent | i5amp | isn) —[ 
97BG-14474-AHA 22~20 (.35 -.5mm?) 97BG-14421-AHA 


Wire Seal B 


Wire Seal A 


| \<- 5.40 >| |<—8.70 —| 


Wire Seal Shown Un-Used Cavity Plug 


ESB-M1L123-A Yazaki 
97BG-10C930-AA Wire Seal A me | WSK-M1L126-A Yazaki @1.19~1.65 
Ea WSS-MILI35-A 
ESB-M1L123-A Yazaki 


WSKCMTLIZ6A 016-234 
WSS-MTLI35-Al 


[o7eGi0c83058A | Wieseale [Pink | = ~—SS*dSCSCSCSLSSC*dt to =| 
[xw43-1603-AA | Wire seals | Green| = ~———S~d SSCS SSS~«*d 1.60 ~2.10| 
[xwaT-14603-FA | WireSealB | Yellow |---| AR | 0210-230 | 
[9786-10¢830-DA | CaviyPlig | Green| =A ——=d|SSSSCaa CYSNAY 


|< 5.40 >| |< 7.10 >| |< 5.10->| |<-6.50 


97BG-10C930-BA Wire Seal A 


3 


4 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_2-Way Connector 


sc ‘ rec 
12.90 Connect 
4 For COP, CPS, CID 
|<— 30,00 —>| Only 


Female Connector Shown 


~ Male Part Number 


USCAR Design - Most Preferred 


Terminal 


Reference e 
Code: 116 Direct 
Connection 
Only 


Female Connector Shown 


1L2T-14A464-BA A Black Spacer PIA, w/o CPA 


Male Part Number 


Ford Motor Company. 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2 - Way Connectors © 


Female 


ee (=) 
Connector a 
Polarities: o) s 


Female 
Connector 
Polarities: 


Terminal 
Reference 


Terminal 
Reference 
Code: 116 


Terminal 
Reference = 
Code: 116 Direct 
Connect 
| 15.20 =~ wueend fe) 
nly 


sh 
i 


Female Connector Shown 
Male Part Number 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2 - Way (Speaker ONLY) Connectors 


yy 
SZ Only One 
fS Polarization 
Available 
Terminal 
Reference = 
Code: 116 
17.10 3 
a 
|<—31.00—>| 
1K 
2 
24.05 
Se 
Female Connector Shown 


Only One 
Polarization 
Available 


Terminal 


Reference 
Code: 116 


Black Spacer PIA, w/o CPA 


Yellow | Spacer PIA, w/o CPA 


ord Motor Company + 


| Connector Systems Catalog 


Terminal 
Reference 
Code: 166 


|«—— 36.65 —>| | 
-* 


Male Connector Shown 


Direct 
Connection 
Only 


. | Male Part Number 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2 - Way Connectors. 


J 


Female Male | 
Connector Connector 
Polarities: Polarities: 

A B A B 


Terminal Terminal 
Reference Reference 
Code: 116 ba Code: 166 +e 
: 18.00 14.90 
. | a 


Female Connector Shown Male Connector Shown 


RAR rma] coor | tomas | watng roe | supper [ENS SERRE 
Tvinrwasrcn [2 | abc | sonenwoca | an |__| verrvanaeon | 
Treranerwa | € [oun] sewmawoca | aw | mm] - | 


Female 


Connector en - & 


Polarities: A B c 


connector HO & 
A B c 


Polarities: 


Terminal 
Reference 
Code: 166 


Terminal 
Reference 
Code: 116 


Female Connector Shown 


Tawrvasceea [@ [oxcer| —soxerawocm | 2 | Yau |= 
awranasea | 8 [DeGey] —smceravancm | 2m | Yeas | 
Taweaasera [eae | spaerrawancon [2 | Yoass | 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


3 - Way Connector 


\ 


hi 
EF Female 
Connector 
Polarities: 
Terminal 
Reference 


Code: 116 
<s yp 


Female Connector Shown 


XW4T-14A464-AKA A 


Terminal 
Reference 
Code: 116 


Female Connector Shown 


1 YF1T-14A464-CA 


eeqg 


Spacer PIA, w/o CPA 


Terminal 
Reference 
Code: 166 


Direct 
Connection 
Only 


1 4 i 
16.55 
Gem) s| E> 


Male Connector Shown 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


4 - Way Connectors 


Terminal 


Reference 
Code: 166 TLL 


Terminal 
Reference 
Code: 116 


Male Connector Shown 


Female Connector Shown 


Faison [Poly| cor | Romas———| Wing Poe | Supt | 
98AG-14A464-YDB Dk. Gray Spacer PIA, w/o CPA | 30N|Yazaki | 


Male Part Number. 


98AG-14A624-YDB 


Terminal 
Reference 
Code: 116 


Direct 
Connection 
Only 


Female Connector Shown 


Female Part Number Polarity os Mating Force eae Male Part Number 


Harness Connector Systems - Sealed 1.5mm ‘page 22 ‘ 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


4 - Way Connector 


USCAR Design - Most Preferred 


Terminal 7 
Reference ‘. 
Code: 116 26.21 >| | Direct 
aa Connection 
|<—31.00—>| 
- Only 


Terminal 
Reference 


Code: 116 Direct 
| Connection 
Only 


|<— 33.45 —>} 


Female Connector Shown 


Ford Motor Compan on ector Systems Catalog | 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_ 6-Way Connectors 


Terminal Terminal 
Reference Reference 
Code: 116 Code: 166 


poses 


Dy 


Female Connector Shown Male Connector Shown 


Female Part Number [Polarity] Color | Mating Force | supplier | . 


a ae “ate Par Nabe 
F81B-14A464-MB Dk. Gray Spacer PIA, with CPA XW4T-14A624-AEB 


XW4T-14A464-BLB A Black Spacer PIA, w/o CPA XW4T-14A624-BHB 
XW4T-14A464-BEB Spacer PIA, with CPA Yazaki XW4T-14A624-BHB 


Terminal 
Reference 
Code: 116 


Direct 
Connection 
Only 


_ Male Part Number. 


Harness Connector Systems - Sealed 1.5mm pa ft 24 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


8 - Way Connectors 


Terminal Terminal 
Reference 


Code: 166 DEL 
| 
| 


Reference 
Code: 116 


lionel 
Ss 3 


Male Connector Shown 


rot] coor | fanart Fore | spre _[ MAE aR Namba | 
waasenaca | n [Our] Soewrnwnncra | 8 —| vs | AF nenencn 
verano | «| oe | soerpmwocm [68 | vs | veTaaanran | 
waranaeeara [a | abe | Soermwencon [<6 [vs | veraane an | 


Terminal 


Reference 
Code: 116 Direct 
Connection 
Only 


XR8T-14A464-BA | A [Dk Gray With CPA, Cavities Not Used - 1 | ON | Yazaki | 
XR8T-14A464-AA | A |DkGray With CPA, Cavities Not Used - 5,9 | seN | Mazak | 


XW4T-14A464-CAA With CPA, Cavities Not Used - 5, 9 


+ Connector Systems Catalog 


Ford Motor Company 


Harness Connector Systems - Sealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


Terminal 
Reference 


Code: 166 TLL 


Terminal 
Reference 
Code: 116 


aa 46.35 | 


Female Connector Shown Male Connector Shown 


(ESSERE roma] cor | Reman ‘| nog Foe | SuperS ERE 
Cawrsanaceane | A | suck | sprermawocon | eon | Yat | eran 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


1.5mm Unsealed Terminals 


Terminal Reference Code: 112 


Terminal Reference Code: 160 


Female Terminal Shown Male Terminal Shown 


[RRS PaaaEeE | rnins | soppter | coreneatng | _WieGogee | MISRRNIRESE 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_ 2-Way Connectors © 


Female ry ‘s Male (" e 
Connector Connector 
A B 


Polarities: Polarities: A B 


Terminal Terminal 
Reference Reference 


Code: 160 , a Code: 112 i 
14.70 15.65 
iz a 
SBA 


- 24.70 
| 
i 
> 


XW4T-14489-DB |B | Green | Spacer PIA, w/o CPA XW4T-14A459-BB 


Female Connector Shown 


Only One Only One 
Polarization Polarization 
Available Available 

Terminal Terminal 

Reference Reference 

Code: 160 Code: 112 


2 


Female Connector Shown Male Connector Shown 


Female Part Number Remarks Mating Force | Supplier | Male Part Numbe 


WROT-14AG64-BA Spacer PIA wio CPA VEIT-14R624-E4 


nector Systems Catalo 


Harness Connector Systems - Unsealed 1.5mm 


page 28 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


3 - Way Connectors. 


Terminal 

Reference ‘ 

Code: 160 = —— 
i500 fT (| 


FSS 


‘iicoiniied 
pe. 
i) 


Female Connector Shown 


4 - Way Connectors — 


Terminal 
Reference 
Code: 160 


> Ge 
14.70 
yi 

<— 24.70 
eee 


25.35 


8 


= 


[omy] cao 


Fa 


Terminal 
Reference 
Code: 112 


Terminal 
Reference 
Code: 112 


97BG-14489-YDB Spacer PIA, w/o CPA 
97BG-14489-ADB Spacer PIA, w/o CPA 


onnector Systems Catalog 


Za 


Male Connector Shown 


XR8T-14489-NB Spacer PIA, w/o CPA 23N 


XR8T-14A459-EB 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


4 -Way Connectors 


a Female - - 
Connector 
Polarities: A B c 

Terminal 

Reference 

Code: 160 


Female Connector Shown 


Female Part Number 


6 - Way Connectors — 


Terminal 
Reference 
Code: 160 


" 24.70 —>| 


Female Connector Shown 


YF1T-14A464-JA Spacer PIA, w/o CPA, with Shorting Bar | aan | Molex | YF1T-14A624-LA 


Male 
Connector 
Polarities: A 
Terminal 
Reference 
Code: 112 


Male Connector Shown 


Terminal 
Reference 
Code: 112 


570G-14409-1F8 Spacer PA. w/o CPA S7BG-140459.F8 


Male Part Number. 


a 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


6 - Way Connector 


Terminal . 
Reference | . 
Code: 160 ae Direct 
Connect 
Only 


Female Connector Shown 


Black Spacer PIA, w/o CPA Osram Sylvania 


YF1T-14A464-HA 


as 


8 - Way Connectors 


Terminal 


Reference 
Code: 112 ‘| 
L 


—_ 38,30 | 


Terminal 
Reference 


Female Connector Shown Male Connector Shown 


Female Part Number 


Male Part Number | 


XF2A-14A459-AB 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


8 - Way Connectors 


Female 
Connector 
SS Polarities: 
Terminal . 
Reference 
Code: 160 * 


15.75 


fh. 


f2k 70>} 


#e 


Female Connector Shown 


_ 


XF2T-14A464-LA 


XF2T-14A464-MB 


nN 


10 - Way Connectors 


Terminal 
Reference 
Code: 160 
23.10 
= 


= 20.60—> 
=) 


Female (Harness) Connector Shown 


Female Part Number 


XW4T-14489-APA Yellow 


Terminal 
Reference 
Code: 112 


Terminal 
Reference 
Code: 112 


Male 
Connector q E 
Polarities: 

A B 


> 
19.30 
ei 


}<—35. a 


wil 


Male Connector Shown 


N 


"Male Part Number _ 


10-Way Harness 


10-Way Header 


Male (Harness) Connector Shown 


[rtiy| aor | fama | Mong ove |_Snaer | 
Prerwere-[-f [won| —eerrwewon | at) wm | es — 
low | —speeemawiocr | ton | ven | a0 aranesnca 
[eevee [0 [ity] enerrwean | an 


Male (Header) Connector Shown 
For more information see Header Section 


Yazaki 


XW4T-14A624-AFA (Header) 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


12 - Way Connectors 


Terminal Terminal 
Reference — Reference 
Code: 160 | Code: 112 

26.60 


I 


-. re 26.60 me 
z= 


Female Connector Shown Male Connector Shown 


_12-Way Connectors 


Male 


Female 


Connector Connector 
Polarities: A B Polarities: A B 
Terminal Terminal 
Reference > Reference — 
. a 1 
Code: 160 ws = (| Code: 112 off] 
Z [+ 2470-4 
Ney] ney FT 
12 " A ] "1 12 i 
Female Connector Shown Male Connector Shown 


XF2T-14A624-JB 


XF2T-14A624-PC 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


16 - Way Connectors | 


16-Way Harness 16-Way Header (xwat-144624-Ca) | 


Connector 
Polarities: 


A i=} c 


Terminal Terminal 
Reference Reference 
Code: 160 Code: 112 
16-Way Header (xwst-144624-UA) 
Polarities: 


cy 
RAR PournyA 
Cc) — 


' m3 “ 32-Way Header (xRst-14A624-AA) 


16-Way 
Potarity C 


Male (Header) Connectors Shown 
Female Connector Shown Male (Harness) Connector Shown For more information see Header Section 


Female Part Number sel ar | | ess acinar |e “Male Part Number” 
Pamciamre | A [Gen| ewonwec |e | wai | omcansere 
~s7eswe5z78 |e | ue | spaerrawocm | oN | Yeast | vecreaasze | 
7acsesxT® | _A_| creen | SpaerPAw/ocPh | _66N | Yr _| RWATHREDG-CA 16a nde 


Harness Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


16 - Way Connectors 


Female 
Connector 
Polarities: A B 


Male || 
Connector d 


Polarities: A B 


Terminal Terminal 


Reference Po Reference 
Code: 160 me Code: 112 wo J 


XF2T-14A624-NC 


XF2T-14A624-HB 


Harness Connector Systems - Sealed 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2.8mm Sealed Terminals 


Terminal Reference Code: 119 Terminal Reference Code: 167 


-_— Crm) 
0.80 . 29.15 ane 


Female Terminal Shown Male Terminal Shown 
urn Nee a a Sea ee Taman 


F8ZB-14474-AA 


Wire Seals/Cavity Plugs 


|< 6.90 >| |< 9.05 >| |<-7.10> |<— 12.00-—>| 


© dl © WW 


Wire Seal ee Un-Used Cavity Plug 


| M1L123-A Yazaki 
1] 97BG-10C930-EA Wire Seal Green | WSK-M1L126-A | M1L126-A Yazaki @1.19~1.9 
Yazaki 
2| 97BG-10C930-FA | WireSeal | Yellow 01.88 ~ 2.1 
Read | ESBMILI23-A 
3| 97BG-10C930-GA | WireSeal | White 02.18~3.0 
Coal 


oe a ee See — ieee naan 


Harness Connector Systems - Sealed 2.8mm page 36 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2 - Way Connectors 


Terminal 
Reference 7 
Code: 167 


Terminal 
Reference 
Code: 119 


2 - Way Connectors 


Terminal Terminal 


Reference Z Reference TE 
Code: 119 | Code: 167 oe > BS 


1 

a 
IR 

= - 

. 
Female Connector Shown Male Connector Shown 
Fane PaNumber[Poiariy] Color | Reman‘ Mating Force | Supper [wale ParNumbal 
YF1T-14A464-DA Spacer PIA, w/o CPA 22N AFL YF1T-14A624-AA 


Harness Connector Systems - Sealed 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


3 - Way Connector 


Terminal 
Reference “ 
Code: 119 Direct 
Connect 
Only 


Female Connector Shown 


Female Part Number Polarity| Color | Remarks Mating Force | supplier | Male Part Number 


_4-Way Connectors _ 


Terminal 
Reference 
Code: 167 


Terminal 
Reference 
Code: 119 


Female Connector Shown Male Connector Shown 


[Poni] car | Rawans | ne ap | 


Female Part Number | Male Part Number 


YC1T-144464-CA | a |DkGray Spacer PIA, w/o CPA YC1T-14A624-CA 


Harness Connector Systems - Sealed 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


6 - Way Connectors 


Terminal 
Reference 
Code: 167 


Terminal 
Reference 
Code: 119 


Female Connector Shown Male Connector Shown 


FemalePartNumber |Polarity| Color | ___—~Remarks =| MatingForce | Supplier | Male Part Number 
XW4T-14A464-DAA Dk. Gray Spacer PIA, w/o CPA XW4T-14A624-CAA 


- 8-Way Connectors 


Terminal 
Reference 


Code: 167 hi DL 


Terminal 
Reference 
Code: 119 


Female Connector Shown Male Connector Shown 


98AG-14A464-EHC | A |Dk.Gray Spacer PIA, w/o CPA | 96N | Yazaki | 98AG-14A624-EHB 


Harness Connector Systems - Unsealed 2.8mm 5 39639. 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2.8mm Unsealed Terminals 


Terminal Reference Code: 161 Terminal Reference Code: 165 


Male Terminal Shown 


~ Female Part Number Brstig | Seppe: (| citron dfs NS "Male Part Number — 
[sseveocan [te | tans [Sane [acon | poss 


Female Terminal Shown 


Harness Connector Systems - Unsealed 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_ 2-Way Connectors 


Female Connector Shown 


Spacer PIA, w/o CPA 


4 - Way Connectors 


Terminal Terminal 
Reference Reference —— 1 
Code: 161 ae. fea Code: 165 fe i 
4 hee 
S aa 24.70 => b— =" i 
SS 'Z 
S a 1, 


Female Connector Shown 


A 


Lt.Gray Spacer PIA, w/o CPA 


Female Part Number 


97BG-14489-ZDB 


Terminal Terminal 
Reference Reference r 
. + 165 
Code: 161 Code inns 
1 
lade | — 
hy fe — 
hq oO ns 
" '_ 


Male Connector Shown 


Mating Force | Supplier | _ Male Part Number 
33N 


97BG-14A459-VBB 


Yazaki 


Male Connector Shown 
Mating Force | supplier | ¥ 


“Male Part Number ; 
31N Yazaki 97BG-14A459-ZDB 


Harness Connector Systems - Unsealed 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


4 - Way Connectors 


Polarities: Polarities: 


Female 
Connector 
A B 


Male 
Connector 
A B 
“Tt 11 


Terminal Terminal 
Reference Reference —— 
Code: 161 ¥ Code: 165 | 

e 00 :Y | 


[<—24.00—>| 


Le 


Female Connector Shown 


Terminal Terminal 
Reference i Reference 
Code: 161 30 fe Code: 165 


ae 38.30 | 


= 


Female Connector Shown Male Connector Shown 


Harness Connector Systems - Unsealed 2.8mm ‘page a 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


8 - Way Connectors 


Female et 
Connector 


Polarities: A B 


Male jolie’ 
Connector 
A B 


Polarities: 


Terminal _ Terminal 
Reference | Reference 
Code: 161 27.30 Code: 165 


Female Connector Shown Male Connector Shown 


sain Pon| cae | mats | nar | soe mt 
oo a 


Yazaki 


8 - Way Connectors 


Female 
Connector 
Polarities: 


Male "} 
Connector 1 
A 8 


Polarities: 


Terminal 


Reference - 
Code: 165 — 


<— 36.95 iad 


Terminal 
Reference 
Code: 161 


Female Connector Shown Male Connector Shown 


Female PartNumber Polarity| Color | Remarks |_MatingForce_| Supplier | Male Part Number 
1|  XF2T-14A464-FB ey Black Spacer PIA, w/o CPA ae a | XF2T-14A624-EB 
2| — XF2T-14A464-GC Spacer PIA, w/o CPA | 7eN | ARR XF2T-14A624-FC 


Harness Connector Systems - Unsealed 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


“10 - Way Connectors. 


Terminal Terminal 


Reference Reference 
Code: 161 Code: 165 


f<-26.60->| 


Female Connector Shown 


12 - Way Connectors 


Terminal 
Reference 
Code: 161 


Terminal 
Reference 
Code: 165 


[26.60 > 


ORS AD f — = 
| BSeany || 23.20 
Qnonom | | 
12 7 y 4 


Female Connector Shown 


Male Connector Shown 


Harness Connector Systems - Sealed 6.3mm nage 44 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


6.3mm Sealed Terminals 


Terminal Reference Code: 121 Terminal Reference Code: 71 


Male Terminal Shown 


Female Terminal Shown 


[ema [rain | Simi [neni [wie | 
ee a 


Wire Seals/Cavity Plugs 


|< 9.80 >| \< 10.70 >| }< 11.00 >| |<— 15.00 —| 


oil © WW 


Wire Seal Shown Un-Used Cavity Plug 


Ce 
eA M1L123-A Yazaki 
va 
a 


WSS-M1L135-Al 


ESB-MIL123-A ae 
3| 97BG-10C930-LA Wire Seal Black WSK-M1L126-A sacallbia 
1C1T-14603-AA Wire Seal ESB-M1L123-A 03.8 ~4.05 


4 
5|_97BG-10C930-MA | Cavity Plug oC Renee a cee ee 


97BG-10C930-KA Wire Seal 


nnector Systems C 


- Way Connectors 


Terminal 
Reference 
Code: 121 


aay Connectors 


Terminal 
Reference 
Code: 121 


Female Connector Shown 


Terminal 
Reference 
Code: 71 


Terminal 


L 


‘ee ‘iriieeaimied 


eiep 


Male Connector Shown 


XS71-14A464-LBA ES Spacer PIA, w/o CPA | 3sn | Molex | 1L8T-14A624-CA 


Harness Connector Systems - Sealed 6.3mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


4 - Way Connector 


ca 


| Terminal 
Reference 
Code: 121 


Female Connector Shown 


Terminal Terminal 
Reference | Reference 
Code: 121 Code: 71 


Harness Connector Systems - Unsealed 6.3mm “Page: 7 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


6.3mm Unsealed Terminals 


Terminal Reference Code: 80 


Terminal Reference Code: 65 


rcoeSq 


_ 
ge 
ey wo 
=< 
| 
Female Terminal Shown 


Harness Connector Systems - Unsealed 6.3mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


2 - Way Connectors 


Terminal Terminal 
Reference Reference ae ac 
26.70 
oe 
}< 27.30-> 
Cs — 
peo 
y 
Female Connector Shown Male Connector Shown 


FemaleFortNumber| roti] Color | Remarks | MutngForee | Supplier | Nala Par Number 
1 97BG-14489-ZBB Spacer PIA, w/o CPA 31N Yazaki 97BG-14A459-ZBB 


4 - Way Connectors 


Terminal 
Reference 
Code: 65 


Terminal 
Reference 
Code: 80 26.10 


. ,. eats 


Female Connector Shown Male Connector Shown 


: Male Part Number 


XR8T-14489-EB Spacer PIA, w/o CPA XR8T-14A459-CB 


Harness Connector Systems - Unsealed 6.3mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


6 - Way Connectors" 


ca 


Terminal Terminal 
Reference a Reference a 
Code: 80 34.60 Code: 65 ei “TE 


3 4 |< 27.30 > |<— 45.10 —>| 
La ya —a 
tape 25.10 f ij 29.70 
6 4 
Female Connector Shown Male Connector Shown 


| Harness Connector Systems -Sealed@.Smm 4) (eT page so. 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


9.5mm Terminals 


Terminal Reference Code: 23 Terminal Reference Code: 85 


Lt 


Male Terminal Shown 


7 artNumber | Plating Supplier Current Rating - Male Part Number 
G9B6-14474-YCA ee a a G986-14421-YCA 
gorc-isareven | Tin | vest | 60 | ta tommy |e -4421-¥B 


(2-Way Connectors 


Terminal Terminal 
Reference = : Reference 
Code: 23 


Female Connector Shown Male Connector Shown 


Female Part Number Polarity Mating Force Supplier a ‘Male Part ph Number . 
93BG-14A464-YBA Spacer PIA, w/o CPA | BN | Yazaki | 93BG-14A624-YBA 


Harness Connector Systems - Unsealed Hybrid .64mm & 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


.64mm Unsealed Terminals 


Terminal Reference Code: 491 Terminal Reference Code: 


ee ic nei. cameramen | 
‘i ~« ae oe 


# 
Female Terminal Shown Male Terminal Shown 


te [omni [si | aoe | aan 


2 1L2T-14474-BA 


1L2T-14474-CA 


4 1L2T-14474-DA 


2.8mm Unsealed Terminals 


Terminal Reference Code: 161 Terminal Reference Code: 165 


1 ' 
= led 


ee 


of sc 


Female Terminal Shown 


teen |e | ta [Sow | ae | ose 


Harness Connector Systems - Unsealed Hybrid .64mm & 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


TRC: 491(x16) 


23 - Way Hybrid Connector 


TRC: 161(x7) 


Green Spacer PIA 
1S7T-14489-GA Blue 
1S7T-14489-HA D Natural Spacer PIA 


Female 
Connector 
Polarities: 


40N (Lever) Osram Sylvania 


40N (Lever) Osram Sylvania Pe 
Spacer PIA 40N (Lever) | Osram Sylvania po we 


Spacer PIA 


Brown Spacer PIA 40N (Lever) Osram Sylvania 


40N (Lever) Osram Sylvania fo | 


Harness Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


- 1.0mm Unsealed Terminals 


Terminal Reference Code: 458 


Terminal Reference Code: 396 


oa 18.50 ———F 


U ston 


Female Terminal Shown 


) 
Male Terminal Shown 


Female PartNumber — ei Sop ee a ace Male Part Number 
awaited) i ae | icuad | ew (areal amine | 
TOUT Gnebeom coro] Goll |_AMP | Umea | 975 [18-20195-1amm_AWATI4TA | 

XW4T-14474-UA (dual beam contact) n | ame | Unsealed | 9.75 | 18-20(35-1.0mm)] _xwaT-14421-BA _| 
Peete aaatneneet | tm [ae [em [7s] mat | 


1 


2 


Terminal Reference Code: 112 


Female Terminal Shown Male Terminal Shown 


“ein Fie a incrananee 
Tenens [ee [ew [oe 


97BG-14474-AGA Gold Yazaki 15 amps 18~16 (.75-1.0mmz?) 97BG-14421-AGA 


Harness Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_ 16 - Way Hybrid Connectors 


Terminals P.L.A. Male Hybrid (Header) Connectors Shown 
Note: Header is Black For more information see Hybrid Header Section 


16-Way V (vertical) 36 & 44-Way 


Way Cavity Not Used 
In 36-Way Apptication 


Terminal Terminal 
Reference Reference 
Code: 396(x14) Code: 160(x2) 


Female (Harness) Connector Shown 


FBOB-14A464-FA | A | Black | Spacer PIA, w/o CPA, Radio Only F81B-14A624-BA (16-Way) 


F8OB-14A464-FA Black | Spacer PIA, w/o CPA, Radio Only 74.3N AMP F8OB-14A624-CA (44-Way) 
MP 


F8OB-14A464-FA Spacer PIA, w/o CPA, Radio Only F8AB-14A624-BA (36-Way) 


17 - Way Hybrid Connectors 
Femal 
ene =) _ 
A 8 


Polarities: 


TRC: 396(x9) TRC: 160(x8) 


17-Way Hybrid Header Male (Header) Connector Shown 
Terminals P.I.A. For more information see Header Hybrid Section 


<— 30.75—>} 


21.30 


, 


9 


Female Hybrid Connector Shown 


xWaT-14A464-ZA XWAT-14A620-AKA 


Release: 6/199 


20 - Way Hybrid Connectors 


Harness Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Teeth: Lonel Coen 
Connector 
A B 


Polarities: 


TRC: 396(x16) TRC: 160(x4) TRC: 458(x16) TRC: 112(x4) 


n 
Male (Harness) Connector Shown 


Hybrid Headers Male (Header) Connectors Shown 
Terminals P.L.A. For more information see Header Hybrid Section 
20-Way (horizontal) 20-Way V (vertical) 36-Way V (vertical) 
Polarity A 
ee 
Polarity B 


48-Way (horizontal) 


20-Way 
Polarity B 


64-Way (horizontal) 


oe 
ries [0 [sea [ier [on | a [eer 
[aarsameece | ® | Gay | smerpnwocm | aw [ar | __everaensreincony | 
[acres | a [tt | serene —| sue | ne | reese 
[ewerseasrata [A | otk | seneranwocm [ow | __a | __vuraenaean cou) | 
[exraeaerann [a | vow | Sperpnwiocm [ow | ae | —rnaanceiey | 
So 
[—araameece [8 | ey | soemawocm | ow | aw | aurienaeanteiny | 
a 
[—arseeran [a | va | —Sperrnwocm | om | _ave | ewer can 
[ewer seaarazn [a | ack | simcermnwocm | ow |__| __ aera x) 
ee a 
[raacentn [a | nck | Soerramec | ow | 


Harness Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm : 25 6 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


Terminal Reference Code: 112 


Female Terminal Shown Male Terminal Shown 


1|srecseaeace [th | wr | vsonps | tse? _—|—racaavace 
«| srecirear | cos [voi | amps | S05-snm) | sroGaaaeA | 
s|s7eciasaaca | Gold | veraki | 15amps | 18-16 (754.0mm) | s78G-14901-AGa 


2.8mm Unsealed Terminals 


Terminal Reference Code: 165 


Terminal Reference Code: 161 


pa 


S i CW) 


Female Terminal Shown Male Terminal Shown 


meen [te [es [ame [tease [one 


Harness Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


8 - Way Hybrid Connectors 


Terminal Terminal Terminal Terminal 
Reference Reference Reference Reference r 
Code: 160(x6) Code: 161(x2) Code: 112(x6) Code: 165(x2) 24.50 


Female Hybrid Connector Shown Male Hybrid Connector Shown 


97BG-14489-YHB Spacer PIA, w/o CPA S6N Yazaki 97BG-14A459-YHB 


10 - Way Hybrid Connectors 


Terminal Terminal Terminal Terminal 
Reference Reference Reference Reference 
Code: 160(x6) Code: 161(x4) a Code: 112(x6) Code: 165(x4) 


Female Hybrid Connector Shown Male Hybrid Connector Shown 


1 97BG-14489-VKB FEC Spacer PIA, w/o CPA — See Re 97BG-14A459-VKB 


Harness Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


- 14- Way Hybrid Connectors 


Female 
Connector 
Polarities: 


acs es sen 


TRC: 112(x10) = TRC: 165(x4) 


[ Polarity A 
RIA) 

Polanty B 
a Polarity C 


TRC: 160(x10) TRC: 161(x4) 


Male (Harness) Connector Shown 


‘ 


14-Way Hybrid Header 
Terminals P.I.A. 


ae 
L 


1 |<26.6 >| 


A 


23.20 


ai 


(Pleoassd) ve 


14-Wa 


14-Way 
Female Hybrid Connector Shown Polanty’A'Shown 


sraceesyas | 6 | Geen | spewrPawiocm | aan | veo | 
| xsar-14480-aa |B Black Spacer PIA, w/o CPA 82N Yazaki 


Male (Header) Connector Shown 


For more information see Header Hybrid Section 


Male PartNumber 


97BG-14A459-VRB 


97BG-14A459-YRB 


XS21-14A459-AA 


97BG-14A459-ZRB 
XS21-14A459-BA 


F8SB-14A624-BA (Header) 


Harness Connector Systems - Unsealed Hybrid 2.8mm & 6.3mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


- 2.8mm Unsealed Terminals 


Terminal Reference Code: 161 Terminal Reference Code: 165 


L 
«of 
f 


J. ra 


3.10 
& 


97BG-14474-BCA Pa Yazaki 25 amps 14 (1.5 -2.5mm?) 


XF2T-14474-DA Tin Yazaki 25 amps 12~10 XF2T-14421-AA 


6.3mm Unsealed Terminals — 


Terminal Reference Code: 80 Terminal Reference Code: 65 


Female Terminal Shown Male Terminal Shown 


Harness Connector Systems - Unsealed Hybrid 2.8mm & 6.3mm “page 60. 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


13 - Way Hybrid Connectors 


Terminal Terminal 
Reference Reference 
Code: 165(x11) Code: 65(x2) 


Terminal Terminal 
Reference Reference 
Code: 161(x11) Code: 80(x2) 


Male Hybrid Connector Shown 


97BG-14489-ZNC Spacer PIA, w/o CPA 97BG-14A459-ZNC 


Female | a cy 
Connector 

Polarities: A B 
Terminal Terminal — 


Reference Reference ; Le 
Code: 161(x20) Code: 80(x6) 


Direct 
Connect 
Only 


<= 50.15 > 


i 


[Powis] coor | temas | Waianae | Spier RRERERE 


Header Connector Systems- 1.0mm Sealed ; 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


37 - Way Horizontal Hybrid Header Connectors" 


Terminals P.1.A. ao 


Note: Header is Gray Polarities: HUHINEVE — HEHIN2V2  HI-HINSV3 HIMES 
TRC: 396 ‘a2 
H2-H2NTVE HE-H2N2V2 H2-H2NB-V3 H2H2IVE-VE 
11-Way 
Connector 
Polarities: 


11-Way 26-Way 


ae AESO 


Female (Harness) Connector Shown 


Male (Header) Connector Shown For more information see Harness Section 


Male Part Number ————— pea Female PartNumber — 
+ | eheaamans Lae | aot | seaeurmecms [aes | a] aR A EA BATT Hi 
YF1T-14A624-AAA Matte Seal, CPA, Spacer PIA Black YF1T-14A464-AAA (11-Way) 
4 XF2A-14A624-AA | Molex | Matte Seal, CPA, Spacer PIA Black XF2A-14A464-AA (26-Way) 
a 


11-Way Reference 26-Way Reference 


XF2A14A624-AA 


YF1T-14A624-AAA 


Header Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


Male Terminals 
PIA to Headers 


Female Terminal Shown 


Male Part Number 


Ec 


1 


2 


22 (.5mm) 


nnector Systems Catalog 


Header Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_4-Way Horizontal Header Connectors — 


Female 


Connector [| _] 


Polarities: A B 


Terminals P.1.A. 
Note: Header is Black 


TRC: 396 


fs 25.67 >| 


Female (Harness) Connector Shown 
Male (Header) Connector Shown For more information see Harness Section 


1 F xwar-ranezema 18AN Spacer PIA, w/o CPA 


6 -Way Vertical Header Connectors — 


Terminals P.1.A. Female Th fh Po 
Note: Header is Black Connector ~) ane: 
= Polarities: A B c 
Vy Terminal 
Vy Reference 6-Way 
t Code: 396 
‘glee 
= rT BR 
all] seo Se 
{ 
es Female (Harness) Connector Shown 


For more information see Harness Section 


XW43-14A464-AA Spacer PIA, w/o CPA Not Tooled 


Gender Connector Systems -Unsesied (0mm (1) pases 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


8 - Way Vertical Header Connectors 


Terminals PLA. 
Note: Header is Black 


Terminal 
Reference 
Code: 396 


Female (Harness) Connector Shown H 
Male (Header) Connector Shown For more information see Harness Section 


Male Part Number | Supplier | Mating Force te Female Part Number ; 


8 - Way Horizontal Header Connectors 


Terminals PLA. Female i) ie 
Note: Header is Black Connector L.~ = 


Polarities: A 


Female (Harness) Connector Shown 
Male (Header) Connector Shown For more information see Harness Section 


XF2T-14A624-BA | AMP 18.4N Spacer PIA, w/o CPA XF2T-14A464-AA (4-Way) 
XF2T-14A624-BA 18.4N SpacerPlA,w/ocPA | Gray | 8 | _XF2T-14A464-BA (4-Way) 


Header Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


12 - Way Horizontal Header Connectors. 


Terminals P.I.A. 
Note: Header is Black 


Male (Header) Connector Shown 


_ Male Part Number 


12 - Way Vertical Header Connectors 


Terminals P.I.A. 
Note: Header is Black 


ex 27.05 >| 


x 
as 19.45 
rl 


Male (Header) Connector Shown 


"Male Part Number 


XF2T-14A624-AA AMP 52.8N Spacer PIA, w/o CPA XW4T-14A464-AYA (12-Way) 


XR3T-14A624-DA 52.8N Spacer PIA, w/o CPA XWAT-14A464-AYA (12-Way) 


Female 2 je 
Connector 
Polarities: A B 
Terminal 
Reference 
Code: 396 


Female (Harness) Connector Shown 
For more information see Harness Section 


: _ Female Part Number baie 


Female al i, 
Connector 
A B 


Polarities: 


Terminal 
Reference 
Code: 396 


Female (Harness) Connector Shown 
For more information see Harness Section 


__ Female Part Numbe 


Header Connector Systems - Unsealed 1.0mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


22 - Way Vertical Header Connectors — 


Terminals P.I.A. 
Note: Header is Black 


Terminal 
Reference 
48.20 Code: 396 


Female (Harness) Connector Shown 
Male (Header) Connector Shown For more information see Harness Section 


_ Female Part Number 


XW4T-14A624-CA XW4T-14A464-LA (Harness) 


24 - Way Vertical Header Connectors. 


Terminals P.1.A. 
Note: Header is Black 


Female al ‘a 
Connector 


Polarities: A 8 


Terminal 
55.50 Reference 
Code: 396 


| 


r 


12-Way 12-Way 
Polarity Polarity A |< 27.08 >| 


A 
Female (Harness) Connector Shown 


Male (Header) Connector Shown For more information see Harness Section 
ee eS 


Header Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


1.5mm Unsealed Terminals 


Terminal Reference Code: 160 


Male Terminals 
PIA to Headers 


smcwoene [te [wat [amp | aasisem [ 
97BG-14474-ABB Tin 18~16 (.75-1.0mm?) 


97BG-14474-AFA Gold Yazaki 22~20 (.35 - .5mm?) 
97BG-14474-AGA Gold Yazaki 15 amps 18~16 (.75-1.0mm?) fe 


Header Connector Systems - Unsealed 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


10 - Way Horizontal Header Connectors 


Terminals P.I.A. 
Note: Header is Lt. Gray 


1} XW4T-14A624-AFA 


| Terminal 
Reference 
Code: 160 


Female (Harness) Connector Shown 
For more information see Harness Section 


"Female Part Number 


97BG-14489-YKB (Harness) 


16 - Way Horizontal Header Connectors © 


Terminals P.I.A. 
Note: Header is Green 


Male (Header) Connector Shown 


Terminal 
Reference 
Code: 160 


Female (Harness) Connector Shown 
For more information see Harness Section 


Female Part Number ae 


97BG-14489-YTB (Harness) 


Header Connector Systems - Unsealed 1.5mm ; 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


"16 - Way Horizontal Header Connectors 


Terminals P.I.A. 
Note: Header is Green 


Terminal 
f l Reference 
Code: 160 
48.80 = aes 
| UF 
a ae 
4 }+ 30.20 >| 
29.55 


16 
Female (Harness) Connector Shown 
Male (Header) Connector Shown For more information see Harness Section 


csc oo 
rwar-vanezaca | Yexaki | 80N | SpacerPiAw/oCPA 


97BG-14489-YTB (Harness) 


_32- Way Horizontal Header Connectors: 


Terminals P.1.A. 


Note: Header is Gray Connector 


Female co ‘sia 


Polarities: 


Terminal 
Reference 
Code: 160 


16-Way 
Polarity B 


y 1 
Polarity C poses >| 


Female (Harness) Connector Shown 
For more information see Harness Section 


Female Part Number 


XR8T-14A624-AA | Yazaki | BON Spacer PIA, w/o CPA | ae | 8 97BG-14489-ZTB (Harness) 
XR8T-14A624-AA | Yazaki | 80N | Spacer PIA, w/o CPA 97BG-14489-VTB (Harness) 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Male Terminals 
PIA to Headers 


Female Terminal Shown 
TTReacrariimier [ring] Supper] tener | SARS’ | we Goer _ [Mal Namba 
eT AA74CA ge beamcontacd] Gad |AWP | Woda |_975_|16-2005-10nm| 


Male Terminals 
PIA to Headers 


35-. ) 
97BG-14474-AFA Gold Yazaki 22~20 (.35 - 5mm?) 
97BG-14474-AGA Gold Yazaki 18~16 (.75-1.0mm?) 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


16 - Way Vertical Hybrid Header Connectors | 


Terminals P.1.A. 
Note: Header is Black 


TRC: 396(x14) TRC: 160(x2) 


Female (Harness) Connector Shown 
For more information see Harness Section 


“Female Part Number 


F80B-14A464-FA (Harness) 


Terminals P.L.A. 
Note: Header is Black Connector 
Polarities: 


Female (Harness) Connector Shown 
For more information see Harness Section 


XW4T-14A624-AAA | ame | 123N | Spacer PIA, w/o CPA XW4T-14A464-ZA (Harness) 
XW4T-14A624-JA Spacer PIA, w/o CPA | Gry | 8 | XW4T-14A464-HA (Harness) 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


20 - Way Horizontal Hybrid Header Connectors 


Terminals P.I.A. Female 
Note: Header is Black Connector —_ 


Polarities: A B 


Female oe ’ 
Connector 
A B 


Polarities: 


TRC: 396(x16) TRC: 160(x4) 
20-Way 


Female (Harness) Connector Shown 
For more information see Harness Section 


Spacer PIA, w/o CPA 


Terminals P.1.A. 
Note: Header is Black 


 amaccing | 
t~ 


Female (Harness) Connector Shown 
For more information see Harness Section 


F8DB-14A624-GB | amp | on | Spacer PIA, w/o CPA [Natural] A | XF2T-14A464-AMA (Harness) 
F8DB-14A624-GB | ame | oo Spacer PIA, w/o CPA Black A XW4T-14A464-AZA (Harness) 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


36 - Way Horizontal Hybrid Header Connectors. 


Terminals P.I.A. 
Note: Header is Black 


‘| 


TRC: 396 TRC: 160 


20-Way Hybrid Reference 16-Way Reference 
TRC: 396 (x16) 


20-Way 16-Way 
PolarityA Polarity A 


pores 


3 


é 
Fr" & 
o 


: Female (Harness) Connectors Shown 
Male Hybrid (Header) Connector Shown For more information see Harness Section 


[RRR] soppier| ingroca| __Remaris | ear | roy Faia ra NORE 

iiaT-aaez4a | amp | 65N | SpacerPIAw/ocPa | Black | a | 1L2T-4nase-ea e-way 
xrvearen | ane [2 | Soncerrwiocen —[esal] 0 | H-anaeeann coy) 
_uarveasavan | ae | sin | soneerinwiocea | ope | A [ewaranacraz con 


Terminals P.L.A. 
Note: Header is Black 


TRC: 396 TRC: 160 


60.46 


[ 


8-Way Reference 20-Way Reference 16-Way Hybrid Reference 
TRC: 396 (x8) 


TRC: 396 (x20) TRC: 396 (x14), 160 (x2) 


8-Way 
Polarity A 


20-Way 
Polarity A |/i 


- 2) 48,30 
16-Way Hybrid 
=" Polarity A 
Female (Harness) Connectors Shown 
For more information see Harness Section 


eoswneaecate| ane | 95 | SpaerRAwoCenRadoony| ick] A | RORTAMER<A Gy | 
3 | F8OB-14A624-CA (44-Way) F80B-14A464-DA (20-Way) 
; 
, 


Male Part N 


2 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


48 - Way Horizontal Hybrid Header Connectors 


Terminals P.1.A. 
Note: Header is Black 


TRC: 396 TRC: 160 
ean 8-Way Reference 20-Way Hybrid Reference 
’ TRC: 396 (x8) TRC: 396 (x16), 160 (x4) 


|“ 


20-Way Hybrid 8-Way 20-Way Hybrid 
PolarityA PolarityA Polarity B _ ee > 


‘ Female (Harness) Connectors Shown 
Male Hybrid (Header) Connector Shown For more information see Harness Section 


1L2T-14A626-AA Tae a eee ae Ee XFZT-14A464-ANA (-ioy) 
aa Sertwoem ae ao 


Gray 
58 - Way Horizontal Hybrid Header Connectors 


Terminals P.1.A. 
Note: Header is Black 


1L2T-14A624-AA 


1L2T-14A624-AA 


4 1L2T-14A624-AA 


TRC: 396 TRC: 160 


12-Way Reference | 20-Way Hybrid Reference 26-Way Reference 
TRC: 396 (x12) TRC: 396 (x16), 160 (x4) TRC: 396 (x26) 


20-Way Hybrid 
Polarity A 


26-Way =: 12-Way 
PolarityA Polarity A 


>| 31.85 |< 


Female (Harness) Connectors Shown 
For more information see Harness Section 


Male Hybrid (Header) Connector Shown 


Male Part Number | Mating Force] == Remarks ~=——_| Color | Polarity | emale Sates 
or ) 
ce 


ssecrmecroaenrce 
PLSRS 
% 75 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


_64 - Way Horizontal Hybrid Header Connectors 


Terminals P.I.A. 
Note: Header is Black 


TRC: 396 TRC: 160 


120.85 
20-Way Hybrid Reference 22-Way Reference (x2) 


TRC: 396 (x16), 160 (x4) TRC: 396 (x12) 


22-Way 20-WayHybrid 22-Way >| 27.05 - 
Polarity A Polarity A Polarity B 


or 


Male Hybrid (Header) Connector Shown 


e 


Female (Harness) Connectors Shown 
For more information see Harness Section 


Header Connector Systems - Unsealed Hybrid 1.0mm & 1.5mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


80 - Way Horizontal Hybrid Header Connectors © 


Terminals P.1.A. 


TRC; 396 TRC: 160 
12-Way Reference 20-Way Hybrid Reference 
TRC: 396 (x12) TRC: 396 (x16), 160 (x4) 


22-Way Reference 26-Way Reference 
TRC: 396 (x22) TRC: 396 (x26) 


20-Way Hybrid 26-Way 12-Way _22-Way Ta = 
PolarityA — PolarityA PolarityA Polarity A ma 31.85 |< 


ry 
31.60 
a 
Female (Harness) Connectors Shown 


Male Hybrid (Header) Connector Shown For more information see Harness Section 


s [ameraeneaeon | ave | 9m | Spwerenwocen [ek | a | >warewera05¥0 | 


ah uae ‘Ford Mot 1 ‘Company. + Connector Systems Catalog 


Header Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 


Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


1.5mm Unsealed Terminals - 


Terminal Reference Code: 160 


Male Terminals 
PIA to Headers 


es Male Part Number _ 
mcvarenss | Tm | wea | anos | SOS Som) | 
TT arscvarenee [te [asamp | sis 
acer | tw [ ea ane tae 
| 22-20(35-smm) | 


97BG-14474-AFA Yazaki 15 amps 22~20 (.35 - .Smm?) . 


Male Terminals 
PIA to Headers 


ween Rae 


Header Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 
Note: For Approved inline connector applications see Preferred Inline Connector Systems section of this catalog. 


14 - Way Horizontal Hybrid Header Connectors 


Terminals P.IL.A. 


| Note: Header is Lt. Gray 
49.10 = 
=a 
— 
y 


<- 30.20 > 


TRC: 160 TRC: 161 


GF 


ool | 
1 7 27.20 
morro 
rls rw) = J 
TTT 
Female (Harness) Connector Shown 
For more information see Harness Hybrid Section 


eee Female Part Number ees, 
97BG-14489-VRB 


Male Hybrid (Header) Connector Shown 


F8SB-14A624-BA 


Terminal Reference Code: 166 


aa Prom | 
cried aT, 
\e/ spool 


Female Terminal Shown 


[secre | tm [et | eens | si to [ocr 
[ameveaean | tw [eat [eee [tit 


Wire Seals/Cavity Plugs 


—— re) 


” te 


Male Terminal Shown 


Wire Seal B 


|<5.10>| |<-6.50->| 


Wire Seal a 


ESB-M1L123-A 
97BG-10C930-AA Wire Seal A WSK-M1L126-A 
WSS-M1L135-A1 


ESB-M1L123-A 
WSK-M1L126-A Yazaki 


WSS-M1L135-A1 


| Vazaki 
[| 97BG-10C930-SBA | WireSealB | Pink [| = | APL | 1.19 ~1.65 | 
| xw43-1603-AA_ | WireSealB | Green | = | RL | 0 1.60~2:10 | 
| _xw4T-14603-FA_| WireSealB | Yellow | 0 - | AL | 2.10~250 | 
[9786-100830-0A | CavityPlug | Green| =A ——=«di_Si~*‘“~*‘NaKSSCSC*dSCSC‘NAC=C 


Wire Seal A 


|< 5.40 >| }<-7.10 >| 


\<-5.40 >| |<—8.70 —>| 


Un-Used Cavity Plug 


Yazaki 
Yazaki ©1.19~1.65 


@ 1.6 ~ 2.34 


97BG-10C930-BA Wire Seal A 


3 


4 


Preferred Inline Connector Systems - Sealed 1.5mm 


- 2-Way Connectors 


Female : 
Connector 
Polarities: 

A B 


Male p ‘ 
Connector (_} 
Polarities: 

A B 


Terminal Terminal 
Reference Reference 
Code: 116 ¥ Code: 166 +e 
. 18.00 vesol I 
' 4 4 


}<— 31.00 —>| |«—— 37.65 ——>| 


ea 


Female Connector Shown Male Connector Shown 


ascribes | oo | itr [He AR 
rm [6 [| aperrnean [aes 


otor Company 


Terminal Reference Code: 112 


Preferred Inline Connector Systems - Unsealed 1.5mm 


4 -Way Connectors 


Terminal Terminal 

Reference Reference 

Code: 160 $ Code: 112 
I 


Female Connector Shown Male Connector Shown 


FemalePartNumber Polarity] Color | Remarks | Mating Force | Supplier | Male PartNumber 
978G-14489-YDB Spacer PIA wo CP $78G-14A459-7D8 
5786-14489 ADB Yellow | Spacer PIA wo CPA S78G-14A459-ADE 


6 - Way Connectors — 


Terminal Terminal = 
Reference — — Reference 
Code: 160 wee Code: 112 19.15 


L 
= 38,30 ae 


Female Connector Shown Male Connector Shown 


Male Part Number 


97BG-14A459-YFB 


Preferred Inline Connector Systems - Unsealed 1.5mm 


12 - Way Connectors 


cal Z 


Terminal Terminal 

Reference Reference 

Code: 160 tt Code: 112 
: 26.60 ty 


= 


- 26.60 * 
t ) 


22.65 


Female Connector Shown Male Connector Shown 


1 97BG-14489-YMB A 


Preferred Inline Connector Systems - Unsealed 1.5mm 


16 - Way Connectors — 


16-Way Harness 16-Way Header (xw4T-14A624-CA) 


Female 
Connector 
Polarities: 


Terminal Terminal 
Reference Reference 
Code: 160 Code: 112 
16-Way Header (xw4T-14A624-UA) 
Polarities: 


16-Way 
PourryA 


32-Way Header (xreT-14A624-AA) 


Male (Header) Connectors Shown 
Male (Harness) Connector Shown For more information see Header Section 


Female Connector Shown 


Pet | kien] eek | | oot | | 
eo a 
oe 
| 978G-14489-T8 | A | Green| SpacerPIAw/ocPA |  86N | Yazaki | XW4T-14A624-CA (16-Way Header) 
97BG-14489-YTB eS Yazaki | XW4T-14A624-UA (16-Way Header) 

97BG-14489-VTB Lt.Gray| Spacer PIA, w/o CPA | 80N Yazaki 


‘Prefered Inline Connector Systems - Sealed 1omm Micopin . 


1.6mm Pin Terminals — 


Terminal Reference Code: 237 Terminal Reference Cocie: 22 


Female Terminal Shown Male Terminal Shown 


ee 
eseswaeran [tm | caeet | ssa | tas | eaeasran 
Tee waran [te | Geet | Samee|10-20075-5m) | eebaeeeran 
ae ae ee 


F67B-14487-AA | Gold Cardell | 15amps | 18 - 20 (.75- .5mm) F67B-14461-AA 
F67B-14487-BA Cardell | 1Samps | 14 - 16 (2.0 - 1.0mm) F67B-14461-CA 
it a ae 2a er 


2.8mm Pin Terminals | - For Hybrid Applications 


Terminal Reference Code: 8 Terminal Reference Code: 6 


ce 


Female Terminal Shown 
Female Part Number Plating Supplier Current Rating 


*F6DB-14487-AA | mm | Cardell 10-12 (6.0- 4.0mm) F6DB-14461-BA 


*F6DB-14487-BA | tin | Cardell 22 amps 14 - 16 (2.0 - 1.0mm) F6DB-14461-CA 


“=60B-14487-CA Cordell 18-20(75- 5mm) | FODB-A461-DA 


* Grease Filled Terminal 


Preferred Inline Connector Systems - Sealed 1.6mm Micropin 


2-Way Connectors — 


Female (es Sr 
Connector 
Polarities: A B 


Terminal 
Reference 
Code: 237 


XW4T-14A464-BA 


4 -Way Connectors. 


Female 
Connector 
Polarities: 


0089 


Terminal 
Reference 
Code: 237 


Female Connector Shown 
*Denotes Strain Relief Feature 


Female Fort Number 


ee a a oe ae 


| Male EN it 
Connector {@9) 9p 
Polarities: A B 
Terminal 
Reference ——> 
Code: 22 | mn 


aa 


XW4T-14A624-AA 


XW4T-14A624-AA 


Male 
Connector 
Polarities: 


CVO? 
ie 
<= 


af 
28.2 
a 


Male Connector Shown 
“Denotes Strain Relief Feature 


Terminal 
Reference 
Code: 22 


Male Part Number 


1F1T-14A624-DA 


1F1T-14A624- EA 


1F1T-14A624- FA 


1F1T-14A624- GA 


vor Systems - Sealed 1.6mm Micopin | 


8 - Way Connectors, 


sen O 


Male 
Connecter 
Polarities: 


Polarities: 


A 
Terminal Terminal 
Reference is Reference 
Code: 237 30.88 


= 416 


— 

1 4 | 

33.92 

5 8 ‘| 
Female Connector Shown Male Connector Shown 
Tanai ber Rar tningtone | Supper || Mala Nani 


Male 
Connector 
Polarities: 
Terminal Terminal Terminal Terminal 
Reference Reference Reference Reference 
Code: 237(8x) Code: 8(4x) z Codie: 22(8x) Codie: 6(4x) 


Preferred Inline Connector Systems - Sealed 1.6mm Micropin “page 88 


16 - Way Connectors" 


Polarities: Polarities: 


Female = Male 
Connector C} SE Connector C} 
A B 


Terminal Terminal 


Reference Reference 
og < = 


Reference Reference Reference Reference 
Code: 237(26x) Code: 8(12x) Code: 22(26x) Code: 6(12x) 4520 


Fe $1.37 Pe 41.0 | 
LZ =» 


Terminal Terminal Terminal Terminal — 
] 


Female Connector Shown Male Connector Reference 


SETGRNRD [ont] coir | omens wningrow | ae 


Preferred Inline Connector Systems - Sealed 1.6mm Micropin 


42 - Way Hybrid Connectors 


Terminal Terminal 
Reference Reference 
Code: 22(38x) Code: 6(4x) 


Terminal Terminal 
Reference Reference 
Code: 237(38x) Code: 8(4x) 


| Gescccseg) 


g 


aE 


Female Hybrid Connector Shown Male Hybrid Connector Reference 


Preferred Inline Connector Systems - Unsealed 1.6mm Micropin 


1.6mm Pin Terminals. 


Terminal Reference Code: 


Terminal Reference Code: 237 


i 
Y ee 
t- 
Female Terminal Shown Male Terminal Shown 
_FemalePartNumber_ | Plating | Supplier _| CurrentRating | ___WireGages__| _Male Part Number 
wen [te | ase [sano [cas | arin 
E7FB-14461-8A 
rerewran | cole | cov | 15am | 14-16(20-10mm) | voresrcn | 


- For Hybrid Applications 


2.8mm Pin Terminals 


Terminal Reference Code: 8 Terminal Reference Code:6 


ce 


Female Terminal Shown Male Terminal Shown 


| Female Part Number : | Plating | Supplier | CurrentRating | WireGages Fe Male Part Number | 
[sven [te [Gt | em | tanto | ean 


* Grease Filled Terminal 


Preferred Inline Connector Systems -Wnsealed iomm Micropia 


S-Wey Connectors 


Terminal 
Reference 
Code: 22 


Terminal 
Reference 
Code: 237 


Male Connector Shown 
Shorting Bar: F3AB-9274-AA 


Female Part Number | Polarity Mating Force | Supplier | Male Part Number 


Female Connector Shown 


10 - Way. Connectors. 


Female Male 
Connector Connector 
Polarities: Polarities: 


Terminal Terminal 


Reference Reference 
Code: 237 ; ‘ Code: 22 


IOOOCOC}F 
OG 


Preferred Inline Connector Systems - Unsealed 1.6mm Micropin 


Terminal 
Reference 
Code: 237 


E6ZB-14489-AB 


14 - Way Connectors 


Female 
Connector 
Polarities: 


Male 
Connector 
Polarities: 
Terminal 
Reference 
Code: 22 
1 C00 eee 6 


7 O9000000-4;—14 


Male Connector Shown 


es | a | 


cy ag 


| 


39.2 


rf 
— 38.4 || 
pal 


Male Part Number 


E8TB-14A459-AA 


Preferred Inline Connector Systems - Sealed 2.8mm “Page 95 


Terminal Reference Code: 167 


Male Terminal Shown 


j<-7.10-> |<— 12.00—>| 


© WW 


Wire Seal Shown Un-Used Cavity Plug 


ee 
Yazaki 
Yazaki 
Yazaki 
0 1.88 ~ 2.1 
97BG-10C930-GA | WireSeal | White 02.18 ~3.0 


F8ZB-14603-AA ESB-MIL123-A 03.1~33 
5|_97BG-10c930-HA | CavityPlug | sue | = | Maki | 


Bent: 


Le 


Preferred Inline Connector Systems - Sealed 2.8mm 


_2-Way Connectors 


Terminal 
Reference 
Code: 119 


Terminal 
Reference 
Code: 119 


Female Connector Shown 


Female Part Number. 


YF1T-14A464-DA Spacer PIA, w/o CPA YF1T-14A624-AA 


Terminal 
Reference 
Code: 167 


Terminal 
Reference 
Code: 167 


ape 
Span 


iw 


Male Connector Shown 


» Male Part Numbe 


Preferred Inline Connector Systems - Sealed 2.8mm 


4-Way Connectors — 


Terminal 
Reference 
Code: 119 


Terminal 
Reference 
Code: 119 


Female Part Number 


Female Connector Shown 


Terminal 
Reference 
Code: 167 


32.05 


JE, | 


Male Connector Shown 


Terminal 
Reference 
Code: 167 


Male Connector Shown 


Polarity| Color | ___Remarks___|_Mating Force | Supplier _| Male Part Number 


XW4T-14A464-DAA Dk. Gray Spacer PIA, w/o CPA XW4T-14A624-CAA 


Preferred Inline Connector Systems - Sealed 2.8mm 


8 - Way Connectors. 


Terminal Terminal 
Reference Reference 
Code: 119 ; |} Code: 167 


Female Connector Shown Male Connector Shown 


98AG-14A464-EHC Dk. Gray Spacer PIA, w/o CPA | 96 | Yazaki | 


Male Part Number i 
98AG-14A624-EHB 


Preferred Inline Connector Systems - Unsealed 2.8mm é 


2.8mm Unsealed Terminals _ 


Terminal Reference Code: 161 Terminal Reference Code: 165 


——K-T I: | 
acta ey Lf | i (ee 


Male Terminal Shown 


ee ae a 


Preferred Inline Connector Systems - Unsealed 2.8mm 


-2.- Way Connectors 


Terminal Terminal 
Reference r; Reference 
Code: 161 18.30 Tena Code: 165 bid To 
2 im 
= 38.30 | 
r=) : 
Female Connector Shown Male Connector Shown 


FemalePartNumber [Polarity] Color | ___— Remarks Mating Force | Supplier | Male PartNumber 
SS Se aT 


4-Way Connectors © 


Terminal Terminal 


Reference Reference 
Code: 161 Code: 165 


Female Connector Shown Male Connector Shown 


FemalePart Number |Polarity| Color | __—Remarks__———_|_MatingForce | Supplier | Male PartNumber 
1| 97BG-14489-ZDB A | Lt.Gray Spacer PIA, w/o CPA 97BG-14A459-ZDB 


Ford Motor Compe onnector Systems C 


Preferred Inline Connector Systems - Unsealed 2.8mm 


-8-Way Connectors © 


mn ol 
Connector 
A B 


Polarities: 


Male 
Connector 
A B 


Polarities: 


Terminal Terminal 
Reference Reference 
Code: 161 27.30 Code: 165 28.70 


cr 38.30 ——> 


[<— 26.60—> 


x 


| C) 
To Ol 
, = 3 
Female Connector Shown Male Connector Shown 


Seb ee ee sce 
arcane | A [lem] Swerpawoca | _aow | _ven_| rac-ansonc | 
aeasancn | a | abe [seven | aw | Yoo | 00 


Terminal Terminal 
Reference | Reference 


Code: 165 


{= 26.60 | 


Preferred Inline Connector Systems - Sealed 6.3mm [page 102 


6.3mm Sealed Terminals 


Terminal Reference Code: 121 Terminal Reference Code: 71 


Female Terminal Shown Male Terminal Shown 
~orecisanecon | Tn | aki | _B5ame | —Bot6(5-10nm) | sracneanicon _| 
TT sreciewecea [tw | toa | 35am | Sas) | —_—sracrainicea 
srecsairacra | tn | toa | —35anon | 20mm | omcriamvcra 
PT crrvearean [tm | vats [same [10 eraaan | 


|< 11.00 >| |<— 15.00 —>| 


© Ww 


Wire Seal Shown Un-Used Cavity Plug 


Seana | M1L123-A Yazaki 
97BG-10C930-JA Wire Seal | WSK-M1L126-A | L126-A Yazaki 01.4~2.1 
WSS-M1L135-A1 Yazaki 


ESB-M1L123-A 
WSK-M1L126-A 02.18 ~30 
WSS-M1L135-A1 


ESB-MiL123-A Sack 
97BG-10C930-LA_ | Wire Seal Black WSK-M1L126-A scaicuasin 


1C1T-14603-AA ESB-MIL123-A 03.8 ~ 405 
97BG-10C930-MA | CavityPlug | Green | = | azaki | 


97BG-10C930-KA Wire Seal 


| Pratenred ial 


_2- Way Connectors 


Terminal Terminal 
Reference b Reference a 
Codie: 71 28.60 


L 
‘wiome 
SP a: 


Male Connector Shown 


FemelePartWumber|Polarity| Color | Remarks =| Mating Force | Supplier : 
98AG-14A464-ZBB La | Dk. Gray Spacer PIA, w/o CPA —_ ain s 98AG-14A624-ZB8 


Terminal 
Reference 


Female Connector Shown Male Connector Shown 


Female: Part Nuomber Polarity Mating Force Supplier | Male Part Number 


Preferred Inline Connector Systems - Sealed 6.3mm 


4 -Way Connectors 


ca 


Terminal x 
Reference 


Terminal 
Reference 
Code: 71 


Female Connector Shown Male Connector Shown 


1C1T-14A464-AA | A |Dk.Gray Spacer PIA, w/o CPA 1C1T-14A624-AA 


Preferred Inline Connector Systems - Unsealed 6.3mm 


6.3mm Unsealed Terminals _ 


Terminal Reference Code: 80 


Female Terminal Shown 


Geacneee 


Terminal Reference Code: 65 


Male Terminal Shown 


12 (4.0mm2) 
10 (5.0mm?) 


14 (1.5 -2.5mm?) 


re 
630 ONIN 


_— 32.25 ———_>| 


XW4T-14421-EA 


Preferred Inline Connector Systems - Unsealed 6.3mm 


_2-Way Connectors. 


Terminal 
Reference 
Code: 80 


Female Connector Shown 


Female Part Number 


4-Way Connectors — 


Terminal 
Reference 
Code: 80 


}<- 27.30 >| 


i —_) 
a 
» U } 


Terminal 
Reference 


Raisins, 


Male Connector Shown 


‘Male Part Number 
97BG-14A459-ZBB 


Terminal 
Reference 
Code: 65 


}— 45.10 —>| 


* he 
4 


1] wmertaagpen ~—— creoiivwiotts. | ol | “inal | SARARSACE 


Preferred Inline Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 


1.5mm Unsealed Terminals 


Terminal Reference Code: 160 Terminal Reference Code: 112 


Tee [|| ee | me 
a ee 
| 978G-14474-aGA | Gold | —Yazaki += | 1Samps_—_| 18~16 (,75-1.0mm?) 97BG-14421-AGA 


Terminal Reference Code: 165 


2 j<—_—— 19.78 


wo Ce WU 
re ee 


f 


Female Terminal Shown 


Preferred Inline Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 


_ 8-Way Hybrid Connectors 


Terminal Terminal 
Reference Reference —S=] 
=r 


Terminal Terminal 
Reference Reference 
Code: 160(x6) Code: 161({x2) 


Code: 112(x6) Code: 165(x2) 24.50 


<a 


Female Hybrid Connector Shown Male Hybrid Connector Shown 


S78-14489-YH ‘<2 Spacer PIA w/o CP =—wk—C S7BG-14n45S-YHE 


10 - Way Hybrid Connectors 


Terminal Terminal 
Reference Reference 
Code: 112(x6) Code: 165(x4) 


Terminal Terminal 
Reference Reference 
Code: 160(x6) Code: 161(x4) 


31,60 


|< 26.60 >| 


5 1 = 
10 6 *F im) 
“PLD 

v 


Female Hybrid Connector Shown Male Hybrid Connector Shown 


S7BG-14489-K ee Spacer AA w/o CA = eee EE ahaa 


Preferred Inline Connector Systems - Unsealed Hybrid 1.5mm & 2.8mm 


14 - Way Hybrid Connectors 


14-Way Hybrid Harness 


TRC: 112(x10) TRC: 165(x4) ai = 
aie Polarity A — 


RIA a sade re 
Polarity 8 RK) 
= Polarity C 


Connector 
Polarities: A B c 


TRC: 160(x10) TRC: 161(x4) 


er 


—— i 


Male (Harness) Connector Shown 


14-Way Hybrid Header Male (Header) Connector Shown 
Terminals P.1.A. For more information see Header Hybrid Section 


|< 26.6 >| 


ts 1 
14 8 fk =P) 
23.20 ai 
¥.. 
14-War 
Female Hybrid Connector Shown Polarity A Shown 
GEE sen] on | mae | aemion | ie 
SrGAANe Secale ivan 
srecaaanorvme | 6 _| Green | SoecerPlyndo CPA L—— 
XS21-14489-AA | Ba | Black Spacer PIA, w/o CPA XS21-14A459-AA 
978G-14489-2RB | C | Blue | — SpacerPIA,w/oCPA 97BG-14A459-ZRB 
XS21-14489-BA | c_ | Brown | Spacer PIA, w/o CPA XS21-14A459-BA 
97BG-14489-VRB | A | tray | Spacer PIA, w/o CPA F8SB-14A624-BA (Header) 


Preferred Inline Connector Systems - Unsealed Hybrid 2.8mm & 6.3mm 


2.8mm Unsealed Terminals 


Terminal Reference Code: 161 Terminal Reference Code: 165 


t 


Female Terminal Shown Male Terminal Shown 


Es 


6.3mm Unsealed Terminals 


lef ve ae 


Male PartNumber _ 


Terminal Reference Code: 65 


Terminal Reference Code: 80 


Male Terminal Shown 


"Female Part Number | : ee ee Rec Bcc Male Part Number — 
movin [me | mm | su | ie | omen 


Female Terminal Shown 


— 


Preferred Inline Connector Systems - Unsealed Hybrid 2.8mm & 6.3mm 


13 - Way Hybrid Connectors 


Terminal Terminal 
Reference Reference 
Code:165(x11) Code: 65(x2) - 


Terminal Terminal 
Reference Reference 
Code: 161(x11) Code: 80(x2) 


|“ 27.3 >| 


oO) 
rowed ot 
Female Hybrid Connector Shown Male Hybrid Connector Shown 


FREER WGe!|Poiy| coor | momma | ntngroce | Super [IN RIURERIRST 


97BG-14489-ZNC 


Page 1 of 1 


Developer Project Lead 
Project Name New QA Prod Contact(s) Contact(s) Depa 
Sites - QA 


French and Spanish Sites | |x] [ScottRichardson | sid 


Sterlingnewpages | CT x | [Molly Lee 


Sites - Production 


| | ft x | Dan Shirey | 
a 


www.AmericanLaFrance.co BE? ee 
imey-Frelahinercom |_| |x [Pubs [Cs rant — 
nw freightliner. com/corp/press.as| |__| _x [Publishing [Chris Brandt _| 
puto feiahinescom/eoryhumen-|" {|x |Niole Heler [Chris Branat | 
2ightli ech ane 
||| x |RockyShaw _—([BertDaron 
tees 


ws EreslinerTucks.com | | | x | Mike McHorse 
www.Sterlingtrucks.com Pf ft x | Wim McNamara _| 


Applications - New 
IDealerData(Pulsar) | x || [Mike Belding _ [Kristine Racher _| 
Route-o Sucness_—_____}x} | _{ ________fom Marks __| 
SelecTrucks.com (adding dealer maps) |_x | | [David Tangman__|Kristine Racher | 
Sterlingtrucks.com DealerData_|_x_| | [Mike Belding _|[Kristine Racher | 
Supplier Rating | x | | [Steve Montgomery [Mike Lacy _| 


SD - 
SD - 


Applications - QA 


PuPS x | Nathan Manley [Mike Lacy | SD - 


http://ftlwebtest/Dept/IT/Techsupport/techservices/webmaster/projectlists/Web.../sheet003.ht 3/29/00 


c 
3 


NNN DY | ae aa oo woo 
RENSSSISTESRASCovaasona| 


24 


Part Number 
1C1T-14A464-AA 
1C1T-14A464-AA 
101T-14A624-AA 
1C1T-14A624-AA 
1F1T-14A464-AA 
1F1T-14A464-CA 
1F1T-14A464-DA 
1F1T-14A464-EA 
1F1T-14A464-FA 
1F1T-14A464-GA 
1F1T-14A464-HA 
1F1T-14A464-JA 
1F1T-14A624-AA 
1F1T-14A624-BA 
1F1T-14A624-CA 
1F1T-14A624-DA 
1F1T-14A624-EA 
1F1T-14A624-FA 
1F1T-14A624-GA 
1F1T-14A624-HA 
1F2T-14A624-BA 
1L2T-14489-EA 
1L2T-14489-GA 
1L2T-14A464-AA 
1L2T-14A464-BA 
1L2T-14A464-CA 
1L2T-14A464-CA 
1L2T-14A464-CA 
1L2T-14A464-DA 
1L2T-14A464-EA 
1L2T-14A464-EA 
1L2T-14A464-FA 
1L2T-14A624-AA 
1L2T-14A624-AA 
1L2T-14A624-AA 
41L2T-14A624-BA 
1L2T-14A624-BA 
1L2T-14A624-BA 
1L2T-14A624-CA 
41L2T-14A624-CA 
AL5T-14A624-CA 
1L5T-14A624-CA 
1S7T-14489-EA 
1S7T-14489-FA 
1S7T-14489-GA 
1S7T-14489-HA 
1S7T-14489-JA 
1S7T-14489-SA 
1S7T-14489-TA 
1S7T-14489-VA 
1S7T-14A459-SA 
1S7T-14A459-TA 
1S7T-14A459-VA 
2L1T-14A464-AA 
93BG-14489-RCA 
93BG-14A464-YBA 
93BG-14A624-RCA 
93BG-14A624-YBA 
97BG-14489-ADB 
97BG-14489-ADB 
97BG-14489-VBB 
97BG-14489-VBB 
97BG-14488-VKB 
97BG-14489-VKB 
97BG-14489-VR8 
97BG-14489-VRB 
97BG-14489-VRB 


Gender 
Female 
Female 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Female 
Female 
Female 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 


Section 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Preferred Inline 
Preferred inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Header 
Header 
Harness 
Harness 
Header 
Harness 
Harness 
Harness 
Header 
Harness 
Harness 
Header 
Harness 
Header 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Header 
Preferred Inline 


Sub-Section 
6.3mm 
6.3mm 
6.3mm 
6.3mm 
1.5mm 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.5mm 
64mm 
.64mm 
1.5mm 
1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
6.3mm 
1.0mm 
1.0mm&1.5mm 
.64mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm 
6.3mm 
6.3mm 
.64mm&2.8mm 
.64mm&2.8mm 
.64mm&2.8mm 
.64mm&2.8mm 
.64mm&2.8mm 
.64mm 
.64mm 
64mm 
64mm 
.64mm 
.64mm 
1.5mm 
1.6mm Micropin 
3.5mm 
1.6mm Micropin 
9.5mm 
1.5mm 
1.5mm 
2.8mm 
2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 


Sealed/Unseaied 


Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Unsealed 
Sealed 
Unsealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 


PagelPosition 


46b 
104a 
46b 
104a 
16a 
87a 
87a 
87a 
86b 
86b 
86b 
86b 
87a 
87a 
87a 
86b 


Connector Typs 


04-Way 
04-Way 
04-Way 
04-Way 
02-Way 
08-Way 
08-Way 
08-Way 
04-Way 
04-Way 
04-Way 
04-Way 
08-Way 
08-Way 
08-Way 
04-Way 
04-Way 
04-Way 
04-Way 
02-Way 
04-Way 
06-Way 
04-Way 
02-Way 
02-Way 
20-Way 
20-Way 
20-Way 
04-Way 
16-Way 
16-Way 
08-Way 
48-Way Header 
48-Way Header 
48-Way Header 
36-Way V Header 
36-Way Header 
36-Way Header 
08-Way V Header 
08-Way V Header 
02-Way 
02-Way 
23-Way 
23-Way 
23-Way 
23-Way 
23-Way 
22-Way 
22-Way 
22-Way 
22-Way 
22-Way 
22-Way 
06-Way 
03-Way 
02-Way 
03-Way 
02-Way 
04-Way 
04-Way 

02-Way 

02-Way 

10-Way 

10-Way 

14-Way 

14-Way 

14-Way 


Suppiler 
Yazaki 


Yazaki 

Yazaki 

Yazaki 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

AFL 

Osram Sylvania 
Osram Sylvania 
AFL 

AFL 

AMP 

AMP 

AMP 

AFL 

AMP 

AMP 

Osram Sylvania 
AMP 

AMP 

AMP 

AMP 

AMP 

AMP 

AMP 

AMP 

Molex 

Molex 

Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
Osram Sylvania 
AFL 

AFL 

Yazaki 

AFL 

Yazaki 

Yazaki 

Yazaki 

Yazaki 

Yazaki 

Yazaki 

Yazaki 

Yazaki 

Yazaki 

Yazaki 


V7 


97BG-14489-VTB 
97BG-14489-VTB 
97BG-14489-VTB 
978G-14489-YBB 
97BG-14489-YDB 
97BG-14489-YDB 
97BG-14489-YFB 
97BG-14489-YFB 
97BG-14489-YHB 
97BG-14489-YHB 
97BG-14489-YKB 
97BG-14489-YKB 
97BG-14489-YMB 
97BG-14489-YMB 
97BG-14489-YRB 
97BG-14489-YRB 
978G-14489-YTB 
97BG-14489-YTB 
97BG-14489-YTB 
97BG-14489-YTB 
97BG-14489-Z8B 
97BG-14489-ZBB 
97BG-14489-ZDB 
97BG-14489-ZDB 
97BG-14489-ZHC 
97BG-14489-ZHC 
97BG-14489-ZNC 
97BG-14489-ZNC 
97BG-14489-ZRB 
97BG-14489-ZRB 
978G-14489-ZTB 
97BG-14489-2TB 
97BG-14489-ZTB 
97BG-14A459-ADB 
97BG-14A459-ADB 
97BG-14A459-VBB 
97BG-14A459-V8B 
97BG-14A459-VKB 
97BG-14A459-VKB 
97BG-14A459-VTB 
97BG-14A459-VTB 
97BG-14A459-YBB 
97BG-14A459-YDB 
97BG-14A459-YDB 
97BG-14A459-YFB 
97BG-14A459-YFB 
97BG-14A459-YHB 
97BG-14A459-YHB 
97BG-14A459-YKB 
97BG-14A459-YMB 
97BG-14A459-YMB 
97BG-14A459-YRB 
97BG-14A459-YRB 
97BG-14A459-YTB 
97BG-14A459-YTB 
97BG-14A459-Z8B 
97BG-14A459-Z8B 
97BG-14A459-ZDB 
97BG-14A459-ZDB 
97BG-14A459-ZHC 
97BG-14A458-ZHC 
97BG-14A459-ZNC 
97BG-14A459-ZNC 
97BG-14A459-ZRB 
97BG-14A459-ZRB 
97BG-14A459-ZTB 
97BG-14A459-ZTB 
97BG-14A464-RBA 


Female Harness 
Female Header 
Female Preferred Inline 
Female Harness 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Header 
Female Harness 
Female Preferred Inline 
Female Harness 
Femaie Preferred Inline 
Female Harness 
Female Header 
Female Header 
Female Preferred inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Preferred Inline 
Female Harness 
Female Header 
Female Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Maile Harness 
Male Preferred Inline 
Male Harness 
Male Preferred Inline 
Male Harness 
Male Preferred inline 
Male Harness 
Male Preferred Inline 
Female Harness 


1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
6.3mm 
6.3mm 
2.8mm 
2.8mm 
2.8mm 
2.8mm 
2.8mm&6.3mm 
2.8mm&6.3mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
2.8mm 
2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
6.3mm 
6.3mm 
2.8mm 
2.8mm 
2.8mm 
2.8mm 
2.8mm&6.3mm 
2.8mm&6.3mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
1.5mm 
1.5mm 


Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 


16-Way 
16-Way 
16-Way 
02-Way 
04-Way 
04-Way 
06-Way 
06-Way 
08-Way 
08-Way 
10-Way 
10-Way 
12-Way 
12-Way 
14-Way 
14-Way 
16-Way 
16-Way 
16-Way 
16-Way 
02-Way 
02-Way 
04-Way 
04-Way 
08-Way 
08-Way 
13-Way 
13-Way 
14-Way 
14-Way 
16-Way 
16-Way 
16-Way 
04-Way 
04-Way 
02-Way 
02-Way 
10-Way 
10-Way 
16-Way 
16-Way 
02-Way 
04-Way 
04-Way 
06-Way 
06-Way 
08-Way 
08-Way 
10-Way 
12-Way 
12-Way 
14-Way 
14-Way 
16-Way 
16-Way 
02-Way 
02-Way 
04-Way 
04-Way 
08-Way 
08-Way 
13-Way 
13-Way 
14-Way 
14-Way 
16-Way 
16-Way 
02-Way 


Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AFL 


2/7 


97BG-14A464-SBA 
97BG-14A464-VBB 
97BG-14A464-VBB 
97BG-14A624-RBA 
97BG-14A624-VBB 
97BG-14A624-VBB 
98AG-14489-EKB 
98AG-14489-EKB 
S98AG-14A464-ALA 
98AG-14A464-AZA 
98AG-14A464-BZA 
98AG-14A464-CZA 
98AG-14A464-DZA 
98AG-14A464-EHC 
98AG-14A464-EHC 
98AG-14A464-SBA 
98AG-14A464-YDB 
S98AG-14A464-Z3B 
98AG-14A464-ZBB 
S8AG-14A624-EHB 
98AG-14A624-EHB 
98AG-14A624-YDB 
98AG-14A624-ZBB 
98AG-14A624-Z8B 
98BG-14A459-EKB 
98BG-14A459-EKB 
E6ZB-14489-AB 
E7SB-14489-AA 
E8TB-14A459-AA 
FOOB-14A453-BA 
F2AB-14A464-AA 
F2AB-14A464-BA 
F2AB-14A624-AA 
F2AB-14A624-BA 
F3AB-14489-EA 
F3AB-14A624-AA 
F57B-14489-LA 
F57B-14489-VA 
F57B-14489-ZA 
F57B-14A624-ANA 
F57B-14A624-APA 
F57B-14A624-HA 
F6DB-14489-AGA 
F6DB-14489-AHA 
F6DB-14A459-EA 
F6DB-14A459-FA 
F75B-14A464-MA 
F75B-14A624-BA 
F81B-14A464-KA 
F81B-14A464-MB 
F81B-14A464-NA 
F81B-14A624-BA 
F81B-14A624-BA 
F81B-14A624-HA 
F87B-14A464-AA 
F8AB-14A624-BA 
F8AB-14A624-BA 
F8AB-14A624-BA 
F8DB-14A624-GB 
F8DB-14A624-GB 
F8O8-14A464-MA 
F8OB-14A464-DA 
F8OB-14A464-DA 
F8OB-14A464-FA 
F80B-14A464-FA 
F80B-14A464-FA 
F8OB-14A464-GA 
F8OB-14A464-GA 


Female 
Female 
Female 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Female 
Female 
Male 
Male 
Female 
Female 
Male 
Male 
Female 
Male 
Female 
Female 
Female 
Male 
Male 
Male 
Female 
Female 
Male 
Male 
Female 
Male 
Female 
Female 
Female 
Male 
Male 
Male 
Female 
Male 
Male 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 


Harness 
Harness 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Header 
Preferred Inline 
Harness 
Harness 
Harness 
Header 
Harness 
Header 
Preferred Inline 
Harness 
Header 
Harness 
Header 

Header 
Harness 
Header 


1.5mm 
2.8mm 
2.8mm 
1.5mm 
2.8mm 
2.8mm 
2.8mm 
2.8mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
2.8mm 
2.8mm 
1.5mm 
1.5mm 
6.3mm 
6.3mm 
2.8mm 
2.8mm 
1.5mm 
6.3mm 
6.3mm 
2.8mm 
2.8mm 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
1.5mm 
1.5mm 
1.6mm Micropin 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.6mm Micropin 
1.5mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.6mm Micropin 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm&1.5mm 


Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Seaied 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 


18b 
36a 
96a 
17a 
36a 
96a 
43a 
101b 
7a 
8a 
8a 
8a 
8a 
38b 
98a 
18b 
21a 
45a 
103a 
38b 
98a 
21a 
45a 
103a 
43a 
101b 
93a 
93a 
93a 
93a 
88a 
88a 
88a 
88a 
92a 
92a 
92a 
92a 
92a 
92a 
92a 
92a 
92b 
92b 
92b 
92b 
87b 
87b 
17b 
23a 
87b 
54a 
Tia 
87b 
22b 
13b 
54a 
73b 
55a 
72b 
86a 
13b 
73b 
54a 
7ia 
73b 
12a 
73b 


02-Way 
02-Way 
02-Way 
02-Way 
02-Way 
02-Way 
10-Way 
10-Way 
11-Way 
26-Way 
26-Way 
26-Way 
26-Way 
08-Way 
08-Way 
02-Way 
04-Way 
02-Way 
02-Way 
08-Way 
08-Way 
04-Way 
02-Way 
02-Way 
10-Way 
10-Way 
14-Way 
14-Way 
14-Way 
14-Way 
16-Way 
16-Way 
16-Way 
16-Way 
03-Way 
03-Way 
03-Way 
03-Way 
03-Way 
03-Way 
03-Way 
03-Way 
10-Way 
10-Way 
10-Way 
10-Way 
12-Way 
12-Way 
02-Way 
06-Way 
12-Way 
16-Way Header 
16-Way V Header 
12-Way 
05-Way 
36-Way Header 
36-Way Header 
36-Way Header 
20-Way V Header 
20-Way V Header 
02-Way 
20-Way 
20-Way 
16-Way 
16-Way 
16-Way 
08-Way 
08-Way 


267 
268 
269 
270 
271 


F8OB-14A624-CA 
F8OB-14A624-CA 
F8OB-14A624-CA 
F8OB-14A624-CA 
F8SB-14A624-BA 
F8SB-14A624-BA 
F8SB-14A624-BA 
F8VB-14A464-AB 
F8VB-14A464-AB 
F8VB-14A464-8B 
F8VB-14A464-BB 
F8VB-14A624-AB 
F8VB-14A624-AB 
F8VB-14A624-8B 
F8VB-14A624-BB 
XF2A-14489-AB 
XF2A-14A459-AB 
XF2A-14A464-AA 
XF2A-14A464-AA 
XF2A-14A464-BA 
XF2A-14A464-BA 
XF2A-14A624-AA 
XF2A-14A624-AA 
XF2A-14A624-AA 
XF2T-14489-GA 
XF2T-14489-GA 
XF2T-14A464-AA 
XF2T-14A464-AA 
XF2T-14A464-AA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-AMA 
XF2T-14A464-ANA 
XF2T-14A464-ANA 
XF2T-14A464-ANA 
XF2T-14A464-BA 
XF2T-14A464-BA 
XF2T-14A464-CB 
XF2T-14A464-DC 
XF2T-14A464-FB 
XF2T-14A464-GC 
XF2T-14A464-JA 
XF2T-14A464-KA 
XF2T-14A464-LA 
XF2T-14A464-MB 
XF2T-14A464-NB 
XF2T-14A464-PB 
XF2T-14A624-AA 
XF2T-14A624-AA 
XF2T-14A624-BA 
XF2T-14A624-BA 
XF2T-14A624-CC 
XF2T-14A624-EB 
XF2T-14A624-FC 
XF2T-14A624-HB 
XF2T-14A624-JB 
XF2T-14A624-KB 
XF2T-14A624-LC 
XF2T-14A624-MB 
XF2T-14A624-NC 
XF2T-14A624-PC 
XF2T-14A624-ZA 
XL2T-14A464-CA 


Male 
Male 
Male 
Male 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Female 
Male 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Female 


Harness 
Harness 
Harness 
Header 
Harness 
Header 
Preferred Inline 
Harness 
Header 
Harness 
Header 
Harness 
Header 
Harness 
Header 
Harness 
Harness 
Harness 
Header 
Harness 
Header 
Harness 
Harness 
Header 
Harness 
Preferred Inline 
Harness 
Header 
Header 
Harness 
Header 
Header 
Header 
Header 
Header 
Header 
Header 
Harness 
Header 
Header 
Harness 
Header 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Header 
Harness 
Header 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 


1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.5mm 
1.5mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
2.8mm 
2.8mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm 
1.0mm 
2.8mm 
2.8mm 
2.8mm 
2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
2.8mm 
2.8mm 
2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
2.8mm 
1.5mm 
1.5mm 
1.0mm 
1.5mm 


Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 

Sealed 

Sealed 

Sealed 

Sealed 

Sealed 

Sealed 

Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 


44-Way Header 
44-Way Header 
44-Way Header 
44-Way Header 
14-Way Header 
14-Way Header 
14-Way Header 
06-Way 
06-Way 
12-Way 
12-Way 
24-Way V Header 
24-Way Header 
06-Way V Header 
06-Way V Header 
08-Way 
08-Way 
26-Way 
26-Way 
11-Way 
11-Way 
37-Way Header 
37-Way Header 
37-Way Header 
08-Way 
08-Way 
04-Way 
04-Way 
04-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
08-Way 
08-Way 
08-Way 
04-Way 
04-Way 
04-Way 
04-Way 
08-Way 
08-Way 
16-Way 
12-Way 
08-Way 
08-Way 
16-Way 
12-Way 
12-Way Header 
12-Way Header 
08-Way Header 
08-Way Header 
04-Way 
08-Way 
08-Way 
16-Way 
12-Way 
08-Way 
08-Way 
04-Way 
16-Way 
12-Way 
08-Way 
02-Way 


272 

273 
274 
275 
276 
277 
278 
279 
280 
281 

282 
283 
284 
285 
286 
287 
288 
289 
290 
291 

292 
293 
294 
295 
296 
297 
298 
299 
300 
301 

302 
303 
304 
305 
306 
307 
308 
309 
310 
311 
312 
313 
314 
315 
316 
317 
318 
319 
320 
321 
322 
323 
324 
325 
326 
327 
328 
329 
330 
331 
332 
333 
334 
335 
336 
337 
338 
339 


XL2T-14A464-DA 
XL2T-14A464-DA 
XL3T-14A464-CA 
XL3T-14A464-CA 
XL3T-14A624-CA 
XR3T-14A464-AA 
XR3T-14A464-BA 
XR3T-14A624-CA 
XR3T-14A624-DA 
XR3T-14A624-DA 
XR8T-14489-EB 
XR8T-14489-EB 
XR8T-14489-NB 
XR8T-14A459-CB 
XR8T-14A459-CB 
XR8T-14A459-EB 
XR8T-14A464-AA 
XR8T-14A464-BA 
XR8T-14A624-AA 
XR8T-14A624-AA 
XR8T-14A624-AA 
XR8T-14A624-AA 
XS21-14489-AA 
XS21-14489-AA 
XS21-14489-BA 
XS21-14489-BA 
XS21-14A459-AA 
XS21-14A459-AA 
X$21-14A459-BA 
XS21-14A459-BA 
XS6T-14A464-YDA 
XS71-14A464-LBA 
XS71-14A464-LBA 
XW43-14A464-AA 
XW43-14A464-AA 
XW43-14A464-AAA 
XW43-14A464-BA 
XW43-14A464-BA 
XW4T-14489-ALB 
XW4T-14489-APA 
XW4T-14489-ARA 
XW4T-14489-DB 
XW4T-14A459-8B 
XW4T-14A459-CA 
XW4T-14A464-ACA 
XW4T-14A464-ADB 
XW4T-14A464-AGA 
XW4T-14A464-AKA 
XW4T-14A464-AMA 
XW4T-14A464-AMA 
XW4T-14A464-ARA 
XW4T-14A464-ASA 
XW4T-14A464-AUA 
XW4T-14A464-AYA 
XW4T-14A464-AYA 
XW4T-14A464-AYA 
XW4T-14A464-AYA 
XW4T-14A464-AYA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-AZA 
XW4T-14A464-BA 
XW4T-14A464-BAA 


Female 
Female 
Female 
Female 
Male 

Female 
Female 
Male 

Male 

Male 

Female 
Female 
Female 
Male 

Male 

Male 

Female 
Female 
Male 

Male 

Male 

Male 

Female 
Female 
Female 
Female 
Male 

Male 

Male 

Maie 

Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 

Male 

Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 


Harness 
Header 
Harness 
Header 
Harness 
Harness 
Harness 
Harness 
Harness 
Header 
Harness 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 
Header 
Header 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Header 
Harness 
Harness 
Header 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Header 
Harness 
Harness 
Preferred Inline 
Harness 
Header 
Header 
Header 
Header 
Harness 
Header 
Header 
Header 
Header 
Header 
Header 
Header 


1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm 
1.0mm 
6.3mm 
6.3mm 
1.5mm 
6.3mm 
6.3mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm&2.8mm 
1.5mm 
6.3mm 
6.3mm 
1.0mm 
1.0mm 
1.5mm 
1.0mm 
1.0mm 
2.8mm 
1.5mm 
2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm 
1.5mm 
1.0mm 
1.0mm&1.5mm 
1.5mm 
2.8mm&6.3mm 
1.6mm Micropin 
1.0mm 
1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 


Sealed 

Sealed 

Sealed 

Sealed 

Unsealed 
Sealed 

Unsealed 
Sealed 

Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 

Sealed 

Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 

Sealed 

Sealed 

Unsealed 
Unsealed 
Sealed 

Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 

Sealed 

Sealed 

Sealed 

Unsealed 
Unsealed 
Sealed 

Unsealed 
Sealed 

Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 


Preferred Inline 1.6mm Micropin Sealed 


Harness 


2.8mm&6.3mm 


Unsealed 


11-Way 
11-Way 
26-Way 
26-Way 
22-Way V Header 
02-Way 
02-Way 
02-Way 
12-Way V Header 
12-Way V Header 
04-Way 
04-Way 
03-Way 
04-Way 
04-Way 
03-Way 
10-Way 
10-Way 
32-Way Header 
32-Way Header 
32-Way Header 
32-Way Header 
14-Way 
14-Way 
14-Way 
14-Way 
14-Way 
14-Way 
14-Way 
14-Way 
04-Way 
02-Way 
02-Way 
06-Way 
06-Way 
02-Way 
06-Way 
06-Way 
12-Way 
10-Way 
06-Way 
02-Way 
02-Way 
10-Way 
08-Way 
12-Way 
16-Way 
03-Way 
22-Way 
22-Way 
03-Way 
26-Way 
02-Way 
12-Way 
12-Way 
12-Way 
12-Way 
12-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
20-Way 
02-Way 
26-Way 


Molex 
Molex 
Molex 
Molex 
AMP 
AFL 
AFL 
AFL 
AMP 
AMP 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Molex 
Molex 
Molex 
Molex 
AFL 
Molex 
Molex 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AMP 
FCI 
AMP 
AMP 
FCI 
Yazaki 
AFL 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AFL 
Yazaki 


340 
341 

342 
343 
344 
345 
346 
347 
348 
349 
350 
351 

352 
353 
354 
355 
356 
357 
358 
359 
360 
361 

362 
363 
364 
365 
366 
367 
368 
369 
370 
371 

372 
373 
374 
375 
376 
377 
378 
379 
380 
381 
382 
383 
384 
385 
386 
387 
388 
389 
390 
391 
392 
393 
394 
395 
396 
397 
398 
399 
400 
401 
402 
403 
404 
405 
406 
407 


XW4T-14A464-BEB 
XW4T-14A464-BFA 
XW4T-14A464-BGB 
XW4T-14A464-BLB 
XW4T-14A464-BMA 
XW4T-14A464-BNB 
XW4T-14A464-BRA 
XW4T-14A464-CAA 
XW4T-14A464-DAA 
XW4T-14A464-DAA 
XW4T-14A464-EB 
XW4T-14A464-FA 
XW4T-14A464-GA 
XW4T-14A464-HA 
XW4T-14A464-HA 
XW4T-14A464-JA 
XW4T-14A464-JA 
XW4T-14A464-JA 
XW4T-14A464-LA 
XW4T-14A464-LA 
XW4T-14A464-LA 
XW4T-14A464-LA 
XW4T-14A464-VB 
KW4T-14A464-XA 
XW4T-14A464-YA 
XW4T-14A464-ZA 
XW4T-14A464-ZA 
XW4T-14A624-AA 
XW4T-14A624-AAA 
XW4T-14A624-AAA 
XW4T-14A624-ACA 
XW4T-14A624-ADB 
XW4T-14A624-AE3 
XW4T-14A624-AFA 
XW4T-14A624-AFA 
XW4T-14A624-AHB 
XW4T-14A624-AJA 
XW4T-14A624-AKA 
XW4T-14A624-BHB 
XW4T-14A624-BJA 
XW4T-14A624-BKB 
XW4T-14A624-CA 
XW4T-14A624-CA 
XW4T-14A624-CA 
XW4T-14A624-CA 
XWA4T-14A624-CAA 
XW4T-14A624-CAA 
XW4T-14A624-DA 
XW4T-14A624-DA 
XW4T-14A624-DA 
XW4T-14A624-DA 
XW4T-14A624-DA 
XW4T-14A624-EA 
XW4T-14A624-EA 
XW4T-14A624-EA 
XW4T-14A624-EA 
XW4T-14A624-GB 
XW4T-14A624-GB 
XW4T-14A624-GB 
XW4T-14A624-JA 
XW4T-14A624-JA 
XW4T-14A624-KA 
XW4T-14A624-KA 
XW4T-14A624-LA 
XW4T-14A624-LA 
XW4T-14A624-MA 
XW4T-14A624-MA 
XW4T-14A624-UA 


Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 


Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 
Header 
Harness 
Header 
Header 
Harness 
Header 
Header 
Header 
Harness 
Harness 
Harness 
Harness 
Header 
Preferred Inline 
Harness 
Header 
Harness 
Harness 
Harness 
Harness 
Header 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Harness 
Header 
Header 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 
Header 
Harness 
Harness 
Harness 
Header 
Harness 
Harness 
Header 
Harness 
Header 
Harness 
Header 
Harness 
Header 
Header 
Harness 
Harness 


1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
2.8mm 
2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.6mm Micropin 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm&1.5mm 
1.5mm 
1.0mm&1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm 
1.5mm 
1.5mm 
2.8mm 
2.8mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm&1.5mm 
1.0mm 
1.0mm 
4.5mm 


Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 


06-Way 
08-Way 
12-Way 
06-Way 
08-Way 
12-Way 
06-Way 
10-Way 
06-Way 
06-Way 
03-Way 
03-Way 
03-Way 
17-Way 
17-Way 
26-Way 
26-Way 
26-Way 
22-Way 
22-Way 
22-Way 
22-Way 
03-Way 
03-Way 
03-Way 
17-Way 
17-Way 
02-Way 
17-Way Header 
17-Way Header 
08-Way 
12-Way 
06-Way 
10-Way Header 
10-Way Header 
20-Way 
03-Way 
17-Way 
06-Way 
08-Way 
12-Way 
16-Way Header 
22-Way V Header 
16-Way Header 
16-Way Header 
06-Way 
06-Way 
80-Way Header 
80-Way Header 
80-Way Header 
80-Way Header 
80-Way Header 
58-Way Header 
58-Way Header 
58-Way Header 
58-Way Header 
64-Way Header 
64-Way Header 
64-Way Header 
17-Way Header 
17-Way Header 
20-Way Header 
20-Way Header 
20-Way Header 
20-Way Header 
04-Way Header 
04-Way Header 
16-Way Header 


Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AFL 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
Yazaki 
Yazaki 
Yazaki 
AMP 
AMP 
AFL 
AMP 
AMP 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AMP 
Yazaki 
AMP 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AMP 
Yazaki 
Yazaki 
Yazaki 
Yazaki 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
AMP 
Yazaki 


XW4T-14A624-UA 
XW4T-14A624-UA 
YC1T-14489-BA 
YC1T-14A464-AA 
YC1T-14A464-BA 
YC1T-14A464-CA 
YC1T-14A464-CA 
YC1T-14A464-DA 
YC1T-14A464-HA 
YC1T-14A464-MA 
YC1T-14A464-MA 
YC1T-14A624-CA 
YC1T-14A624-CA 
YC1T-14A624-DA 
YC1T-14A624-EA 
YC1T-14A624-FA 
YF1T-14489-AA 
YF1T-14489-AA 
YF1T-14489-BA 
YF1T-14489-CA 
YF1T-14A464-AAA 
YF1T-14A464-AAA 
YF1T-14A464-BA 
YF1T-14A464-CA 
YF1T-14A464-DA 
YF1T-14A464-DA 
YF1T-14A464-FA 
YF1T-14A464-FA 
YF1T-14A464-GA 
YF1T-14A464-GA 
YF1T-14A464-HA 
YF1T-14A464-JA 
YF1T-14A464-TA 
YF1T-14A464-TA 
YF1T-14A464-ZA 
YF1T-14A464-ZA 
YF1T-14A624-AA 
YF1T-14A624-AA 
YF1T-14A624-AAA 
YF1T-14A624-AAA 
YF1T-14A624-CA 
YF1T-14A624-CA 
YF1T-14A624-DA 
YF1T-14A624-DA 
YF1T-14A624-EA 
YF1T-14A624-LA 
YS6T-14A464-AZA 
YS6T-14A464-BZA 


Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Female 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Male 
Female 
Female 


Header 
Preferred Inline 
Harness 
Preferred Inline 
Preferred Inline 
Harness 
Preferred Inline 
Preferred Inline 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Header 
Harness 
Harness 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Preferred Inline 
Harness 
Header 
Harness 
Preferred Inline 
Harness 
Header 
Harness 
Preferred Inline 
Harness 
Preferred Inline 
Harness 
Harness 
Harness 
Harness 


1.5mm 
1.5mm 
6.3mm 
1.6mm Micropin 
1.6mm Micropin 
2.8mm 
2.8mm 
1.6mm Micropin 
2.8mm 
1.5mm 
1.5mm 
2.8mm 
2.8mm 
1.6mm Micropin 
1.6mm Micropin 
1.6mm Micropin 
2.8mm 
2.8mm 
1.0mm 
1.0mm 
1.0mm 
1.0mm 
1.5mm 
1.5mm 
2.8mm 
2.8mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm 
1.0mm 
2.8mm 
2.8mm 
1.0mm 
1.0mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.5mm 
1.0mm 
1.0mm 


Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Sealed 
Unsealed 
Unsealed 
Sealed 
Sealed 


16-Way Header 
16-Way Header 
06-Way 
42-Way 
42-Way 
04-Way 
04-Way 
38-Way 
03-Way 
02-Way 
02-Way 
04-Way 
04-Way 
42-Way 
42-Way 
38-Way 
08-Way 
08-Way 
03-Way 
03-Way 
11-Way 
11-Way 
04-Way 
04-Way 
02-Way 
02-Way 
02-Way 
02-Way 
02-Way 
02-Way 
06-Way 
04-Way 
02-Way 
02-Way 
26-Way 
26-Way 
02-Way 
02-Way 
37-Way Header 
37-Way Header 
02-Way 
02-Way 
02-Way 
02-Way 
02-Way 
04-Way 
26-Way 
26-Way 


Yazaki 
Yazaki 
Yazaki 
AFL 
AFL 
Yazaki 
Yazaki 
AFL 
Yazaki 
AFL 
AFL 
Yazaki 
Yazaki 
AFL 
AFL 
AFL 
Yazaki 
Yazaki 
AMP 
AMP 
Molex 
Molex 
AFL 
AFL 
AFL 
AFL 
AFL 
AFL 
AFL 
AFL 
Osram Sylvania 
Molex 
AFL 
AFL 
Molex 
Molex 
AFL 
AFL 
Molex 
Molex 
AFL 
AFL 
AFL 
AFL 
AFL 
Molex 
Molex 
Molex 


